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STATE OF MAINE 
Risk Management Division 
85 Stats House Station 
Augusta, ME 04333-0085 




l>ROPERTY INSURANCE 
COMPILATION AND INVENTORY 
FY2014 



SUMMARY OF PROPERTY INSURANCE VALUES 
Report Date: July 1, 2013 

INSURANCE VALUES 



State Departments 



Buildings 
Contents 

Subtotal 



Directed Service Agencies 



Buildings 
Contents 

Subtotal 



Grand Total at 100% Value 



Fund 039 
$1,206,294,303.56 
$ 362,414,045.53 

$1,568,708,349.09 

Fund 064 
$ 748,554,917.33 
$ 133,784,461.52 

$ 882,339,378.85 

All Funds 
$2,451,047,727.94 



Values compiled as of July 1, 2013 

If there are any inquiries concerning this report, please call Risl^ IVlanagement Division. 

1-800-525-1252 or 287-3351. 



David A. Fitts, Director 



Patricia P. Hayden, Risk Assessor 



Pmied Under Appropriations No. 039'18R-1001'01 



state of Maine Property Index for FY2014 

Alphabetical index by agency name. 
The information in this book is sorted by unit numbers. 







BLUE 


BLUE, WILD BLUEBERRY COMMISSION OF MAINE 


553 


ADF, BABLO ALCOHOLIC BEV & LOTTERY OPS 






554L 


ADF, BGS, LEASED SPACE DIVISION 


CAB 


CAB, ME. DEV. SERVICES OVERSIGHT & ADVISORY BOARD 


BTA 


ADF, BOARD OF TAX APPEALS 


CB 


CBT, CASCO BAY ISLAND TRANSIT DISTRICT 


119 


ADF, BUREAU OF ACCOUNTS & CONTROL 


CDC 


CDS, AROOSTOOK COUNTY 


554 


ADF, BUREAU OF GENERAL SERVICES 


CDB 


CDS, DEPARTMENT OF EDUCATION 


389 


ADF, BUREAU OF HUMAN RESOURCES 


CDM 


CDS, DOWNEAST 


117 


ADF, BUREAU OF THE BUDGET 


CDA 


CDS, FIRST STEP 


555 


ADF, CENTRAL ELECT MANAGEMENT DIVISION 


CDR 


CDS, MIDCOAST REGIONAL CDS 


CSD 


ADF, CENTRAL SERVICES 


CDN 


CDS, OPPORTUNITIES FOR PRESCHOOL CHILDREN 


106 


ADF, COMMISSIONER'S OFFICE 


CDE 


CDS, PROJECT PEDS 


551 


ADF, DIV OF FINANCIAL & PERSONNEL SRVCS 


CDP 


CDS, REACH 


123 


ADF, DIVISION OF PURCHASES 


CDG 


CDS, TWO RIVERS 


352 


ADF, EMPLOYEE HEALTH INSURANCE PROGRAM 


COY 


CDS, YORK COUNTY 


125 


ADF, MAINE REVENUE SERVICES 


062 


CON, ADMINISTRATIVE SERVICES DIV. 


127C 


ADF, OFFICE OF INFO TECH, COMPUTERS SERVERS ETC. 


059B 


CON, BOATING 


127P 


ADF, OFFICE OF INFO TECH, COPIERS & PRINTERS 


058M 


CON, DIV OF FOREST MNGT & UTILIZATION 


127R 


ADF, OFFICE OF INFO TECH, RADIO 


058F 


CON, FOREST FIRE CONTROL 


127T 


ADF, OFFICE OF INFO TECH, TELCO 


058E 


CON, INSECT & DISEASE 


133 


ADF, RISK MANAGEMENT DIVISION 


115 


CON, MAINE CONSERVATION CORPS 


185 


ADF, STATE CLAIMS COMMISSION 


060 


CON, MAINE GEOLOGICAL SURVEY 


239 


AG, ATTORNEY GENERAL 


061 


CON, ME LAND USE PLANNING COMMISSION 


242 


AG, CHIEF MEDICAL EXAMINER 


059 


CON, PARKS 


001 


AGR, AGRICULTURE FOOD AND RURAL RESOURCES 


063 


CON, PUBLIC LANDS 


KSW 


AGR, SOIL & WATER DIST. AUGUSTA 


059S 


CON, SNOWMOBILE & ATV 


HCSW 


AGR, SOIL & WATER DIST. ELLSWORTH 


237 


COR, ADULT COMMUNITY CORRECTIONS 


CSW 


AGR, SOIL 8t WATER DIST. WINDHAM 


211 


COR, CHARLESTON CORRECTIONAL FACILITY 


088 


ART, MAINE ARTS COMMISSION 


CFC 


COR, COMMUNITIES FOR CHILDREN AND YOUTH 


244 


AUD, AUDIT 


201 


COR, CORRECnONS, DEPARTMENT OF 


293 


BAX, BAXTER STATE PARK AUTHORITY 


220 


COR, DOWNEAST CORRECHONAL FACILITY 


1915 


BPS, DMH DENTAL CLINIC 


237A 


COR, JUVENILE COMMUNITY CORRECHONS 


195 


BDS, DOROTHEA DIX PSYCHIATRIC CENTER 


204 


COR, LONGCREEK YOUTH DEVELOPMENT CENTER 


194 


BDS, RIVERVIEW PSYCHIATRIC CENTER 


205 


COR, MAINE CORRECnONAL CENTER 
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071 


ED, DEPARTMENT OF EDUCATION 


206 


COR, MAINE STATE PRISON 


071S 


ED, ED IN THE UNORGANIZED TERRITORIES 


225 


COR, MOUNTAIN VIEW YOUTH DEV CENTER 


270 


ETHIC, COMM ON GOVT ETHICS AND ELECTION PRACTICES 


644 


COR, STATE BOARD OF CORRECTIONS 


DHO 


EXEC, DIRIGO HEALTH ORGANIZATION 


208 


COR, STATE PAROLE BOARD 


0PM 


EXEC, OFFICE OF POLICY AND MANAGEMENT 


050 


DDC, ME DEVELOPMENTAL DISABILITIES COUNCIL 


413 


EXEC, OFFICE OF PUBLIC ADVOCATE 


096 


DEP, ENVIRONMENTAL PROTECHON 


102 


EXEC, OFFICE OF THE GOVERNOR 


144 


DHS, HEALTH AND HUMAN SERVICES, DEPARTMENT OF 


105 


EXEC, STATE PLANNING OFFICE 


229A 


DOT, AERONAUTICS 


457 


FA, FINANCE AUTHORITY OF MAINE 


229B 


DOT, BRIDGE MAINTENANCE 


090 


GBD, MAINE ED CTR FOR THE DEAF & HARD OF HEARING 


229P 


DOT, BUREAU OF FINANCE & ADMINISTRATION 


590 


HDO, ME HEALTH DATA ORGANIZATION 


EST 


DOT, EASTERN REGION 


089 


HP, MAINE HISTORIC PRESERVATION COMMISSION 


398 


DOT, MAINE PORT AUTHORITY 


348 


HRC, MAINE HUMAN RIGHTS COMMISSION 


229C 


DOT, MATERIALS, TESTING & EXPLORATION 


167 


IFW, BUREAU OF ADMINISTRATIVE SERVICES 


MID 


DOT, MID COAST REGION 


189 


IFW, BUREAU OF RESOURCE MANAGEMENT 


229M 


DOT, MULTIMODAL 


189A 


IFW, FISHERIES 


NOR 


DOT, NORTHERN REGION 


189B 


IFW, HATCHERIES 


229X 


DOT, RADIO 


236 


IFW, INFORMATION & EDUCATION 


229H 


DOT, RAIL 


137 


IFW, INLAND FISHERIES AND WILDLIFE 


SOU 


DOT, SOUTHERN REGION 


MWP 


IFW, MAINE WILDLIFE PARK 


229J 


DOT, TRAFFIC DIVISION 


218 


IFW, WARDEN SERVICE 


WES 


DOT, WESTERN REGION 


ILS 


ILS, COMM ON INDIGENT LEGAL SERVICES 


DPB 


DPB, ME DAIRY PROMOTION BOARD / NUTRITION COUNCIL 


425 


JUD, ADMIN. OFFICE OF THE COURTS 


215 


DVS, BUREAU OF VETERANS' SERVICES 


291 


JUD, BOARD BAR EXAMINERS 


214 


DVS, MAINE EMERGENCY MANAGEMENT AGENCY 


BOB 


JUD, BOARD OF OVERSEERS OF THE BAR 


MRC 


DVS, MAINE MILITARY AUTHORITY 


150 


LAB, BLIND AND VISUALLY IMPAIRED 


215C 


DVS, MAINE VETERAN'S CEMETERY 


597 


LAB, BUREAU OF EMPLOYMENT SERVICES 


213 


DVS, MILITARY BUREAU 


170 


LAB, BUREAU OF LABOR STANDARDS 


499 


ECD, BUSINESS DEVELOPMENT 


169 


LAB, BUREAU OF UNEMPLOYMENT COMPENSATION 


100 


ECD, ECONOMIC & COMMUNITY DEVELOPMENT 


183 


LAB, DIVISION OF ADMIN HEARINGS 


498 


ECD, OFFICE OF COMMUNITY DEVELOPMENT 


180 


LAB, MAINE LABOR RELATIONS BOARD 


631 


ECD, OFFICE OF INNOVATION 


172 


LAB, ME UNEMPLOYMENT INSURANCE COMMISSION 


501 


ECD, OFFICE OF TOURISM 


152 


LAB, OFFICE OF REHABILITATION SERVICES 
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168 


LAB, OFFICE OF THE COMMISSIONER 


219 


PS, DEPARTMENT OF PUBLIC SAFETY-ADMIN 


LDA 


LDA, LORING DEVELOPMENT AUTHORITi' 


GAM 


PS, GAMBLING CONTROL BOARD 


556 


LEG, LAW & LEGISLATIVE REFERENCE LIBRARY 


228 


PS, MAINE CRIMINAL JUSTICE ACADEMY 


263 


LEG, LEGISLATIVE COUNCIL 


230 


PS, MAINE DRUG ENFORCEMENT AGENCY 


628 


LEG, OFFICE OF PRGM EVAL a GOV ACCOUNTABILITY 


MEMS 


PS, MAINE EMERGENCY MEDICAL SERVICES 


097 


LPC, MAINE LOBSTER PROMOTION COUNCIL 


224 


PS, OFFICE OF THE STATE FIRE MARSHAL 


MM 


MAA, COMBAT SPORTS AUTHORITY OF MAINE 


625 


PUC, E911 


370 


MMA, MAINE MARITIME ACADEMY 


407 


PUC, PUBLIC UTILITIES COMMISSION 


376 


MMB, MAINE MUNICIPAL BOND BANK 


411 


RS, ME. PUBLIC EMPLOYEES REHREMENT SYSTEM 


MPB 


MPB, MAINE POTATO BOARD 


592 


SEG, SMALL ENTERPRISE GROWTH BOARD 


014 


MPB, SEED POTATO 


SSM 


SSM, MAINE SCHOOL OF SCIENCE AND MATH 


188 


MR, DEPT OF MARINE RESOURCES 


250P 


STA, BUREAU OF CORPORATIONS 


MRRA 


MRRA, MIDCOAST REGIONAL REDEVELOPMENT AUTHORITY 


250A 


STA, BUREAU OF MOTOR VEHICLE 


346 


MSH, MAINE STATE HOUSING AUTHORITY 


255 


STA, MAINE STATE ARCHIVES 


075 


MSL, MAINE STATE LIBRARY 


440 


TC, CENTRAL ME COMMUNITY COLLEGE 


073 


MSM, MAINE STATE MUSEUM 


441 


TC, EASTERN ME COMMUNITY COLLEGE 


313 


PFR, BOARD OF DENTAL EXAMINERS 


FST 


TC, FIRE SERVICE INSTITUTE 


373 


PFR, BOARD OF LICENSURE IN MEDICINE 


442 


TC, KENNEBEC VALLEY COMMUNITY COLLEGE 


322 


PFR, BOARD OF LICENSURE, PROFESSIONAL ENGINEERS 




TC, ME COMM COLLEGE SYS, BRD OF TRUSTEES & CAREER 


380 


PFR, BOARD OF NURSING 


DEV. CTR. 


382 


PFR, BOARD OF OPTOMETRY 


443 


TC, NORTHERN ME COMMUNITY COLLEGE 


383 


PFR, BOARD OF OSTEOPATHIC LICENSURE 


444 


TC, SOUTHERN ME COMMUNITY COLLEGE 


029 


PFR, BUREAU OF BANKING 


445 


TC, WASHINGTON COUNTY COMMUNITY COLLEGE 


030 


PFR, BUREAU OF CONSUMER CREDIT REG 


480Y 


TC, YORK COUNTY COMMUNITY COLLEGE 


031 


PFR, BUREAU OF INSURANCE 


248 


TRE, TREASURY DEPARTMENT 


028 


PFR, DIV OF ADMINISTRATIVE SERVICES 


351 


WC, WORKERS COMPENSATION BOARD 


041 


PFR, DIV OF LICENSING AND ENFORCEMENT 


WEL 


WELLS, WELLS RESERVE 


032 


PFR, SECURITIES DIVISION 






219C 


PS, BUREAU OF CAPITOL POLICE 






Z021 


PS, BUREAU OF CONSOLIDATED EMERGENCY COMMUNICATION 






221 


PS, BUREAU OF HIGHWAY SAFETY 






226 


PS, BUREAU OF LIQUOR LICENSING 






222 


PS, BUREAU OF STATE POLICE 







TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 001 


AGR, AGRICULTURE FOOD AND RURAL RESOURCES 






ABC 


AUGUSTA 


ARRI r.AI IRRATIDN ciTATIDN HDNY RD 
nvjirii wAAi—iDPm i iwin o i i iwin, ooo wwin i iil^ 


Rl 7 


$20,000.00 


$50,000.00 


R 


0 


n 


AUGUSTA 


AHRt c:|-inP ^ c^THRAnF Rl DC^ 9'^'^ rOMY RH 

/AOril Onv-T Ot O 1 v-TirtOC DI_LJO, OOO wwIN T riLJ 


R^y|R 


$0.00 


$300,000.00 




n 

u 


n 


AUGUSTA 




RKyiR 

DIVI D 


$2,530,000.00 


$2,000,000.00 


R 




n 


AUGUSTA 


r.HAMRFR WARFUni RF nONY RD 


ROR 


$61 ,200.00 


$154,350.00 


R 


0 


n 


AUGUSTA 


L^^^rillNVJI OL-LJ\Jlj DI_WOOwlVI l_IN 


RRH 


$0.00 


$1 ,000,000.00 




0 




AUGUSTA 




RYR 

LJ/\LJ 


$20,000.00 


$0.00 


R 


0 


n 


AUGUSTA 


9MAI 1 FRFF7FR T^T PDMY RD 

OIVlrAl_L- 1 III 1 Z-\ nv, ooo \_/V_/IN 1 11 L/ 


Rvr 

LJ/\\_/ 


$15,000.00 


$0.00 


p 

n 


n 
u 


0 
u 


AUGUSTA 


^TORAHF TRAM FR Qfi HYTR nPfi14 QD Rl n^^DK/l 1 M 

O 1 lirAvJ L_ 1 lirAi l_ l_ 11 <3U n I 1 fi .KJ^O 1 t, <JKJ DI—'^OOn-zI vl l_IN 


RRP 


$25,000.00 


$150,000.00 


P 


n 
u 


n 
u 


BAR HARBOR 


FD IM FKAP\ HOMF D RAn7IFWIP7 17 HinniM9 FARM RD 
1 UN i^ivini— n*»_/iviL u rirAL/i_ii^vvi\_/i_, i / iiivjsvjjiimo nrAnivi n lj 


RMT 

CJIN 1 


$0.00 


$6,000.00 




n 


n 
u 


BOWDOIN 


FO IM FMP\ HOK/IF A PAI DWFI 1 fi'^ DFFR Rl IM RD 
1 UN i^ivini— rr^ivii^ r\ \_/rAi_L/vv uo l/ i i ii nuiN ri l/ 


PMM 

1 IVII vl 


$0.00 


$6,000.00 




n 


n 
u 


CARIBOU 


FO IM FMP\ HDK/IF 1 HAI FY in7fi FA9T PI ROAD 
1 Vo< UN i^ivin i_ rr^ivii^ u i iaal i i , i u / u i aao i n i \ \\yr\LJ 




$0.00 


$3,000.00 




n 


n 


CARIBOU 


FO IM FMPI HOMF P RFMMFTT 10 PORRIVFAI 1 
1 UN ^ivin i_ 1 iv^ivii 1 LJi 1 N 1 N 1 11] 1 u o^ririi v i aalj o i 


Fan 


$0.00 


$6,000.00 




n 


n 


CARY PLT 


FO IN F^ylPl l-l^)^yiF c. pfrry tr cjk/iith rh 

II N ^ivir l_ nv^ivi ^ w r ^riri i , / u Olvi I I n riL^ 


FRM 
1 Ljri 


$0.00 


$10,000.00 




n 


n 


CUMBERLAND 


FO IN FMPI Hn^ylF r. FRA^IFR IR WFClTRRANr.H Rn 


MQI 


$0.00 


$10,000.00 




n 


n 


DAYTON 


FD IM FMPI HOMF F MFCIFRVF IIPf^DRnDMRn 




$0.00 


$3,000.00 




n 


n 


E MACHIAS 


tU IN tMrL HOMt H NtLbON, 107 HANbCOM KD 


BNb 


$0.00 


$3,000.00 




0 


0 


FORT KENT 


EQ IN EMPL HOME P VOISINE, 454 SO PERLEY BRK RD 


GXB 


$0.00 


$6,000.00 




0 


0 


HOULTON 


EQ IN EMPL HOME B PEABODY, 95 CURRIER RD 


BFQ 


$0.00 


$6,000.00 




0 


0 


LINCOLN 


EO IN EMPL HOME F FISH, 866 MAIN ST 


JMM 


$0.00 


$6,000.00 




0 


0 


MANCHF^TFR 

IVlrAIMwl II O 1 1— 1 1 


EQ IN EMPL HOME R DEMOS, 25 SUMMERHAVEN RD 


FVJ 


^^)\J.\J\J 


vp 1 yj ,yj\j\j .yjyj 




0 


0 


MAPLETON 


EO IN EMPL HOME F RICHARDS, 849 STATE RD 


HZC 


$0.00 


$6,000.00 




0 


0 


NEW SWEDEN 


EO IN EMPL HOME J REITMEYER, 1 1 2 STATION RD 


KTY 


$0.00 


$3,000.00 




0 


0 


NEWPORT 


EQ IN EMPL HOME R CROLE, 1 1 SPRUCE ST 


KTZ 


$0.00 


$6,000.00 




0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 


UNrr 001 


AGR, AGRICULTURE FOOD AND RURAL RESOURCES 






ABC 


PRESQUE ISLE 


AROOSTOOK AGRICULTURE CTR, 744 MAIN ST 


MZR 


$0.00 


$10,000.00 




0 0 


PRESQUE ISLE 


AROOSTOOK AGRICULTURE CTR, 744 MAIN ST 


MZR 


$0.00 


$125,000.00 




0 0 


PRESQUE ISLE 


AROOSTOOK AGRICULTURE CTR, 744 MAIN ST 


MZR 


$0.00 


$100,000.00 




0 0 


PRESQUE ISLE 


SKYWAY INDUSTRIAL PARK 605&606, 200 CROSS ST 


MZM 


$0.00 


$40,000.00 




0 0 


PRESQUE ISLE 


STORAGE SOLUTIONS, 52 HOULTON RD 


MZL 


$0.00 


$10,000.00 




0 0 


SPRINGFIELD 


EASTERN STATES EXPO, 1305 MEMORIAL AVE 


ZZD 


$2,000,000.00 


$100,000.00 


R 


0 0 


WESTFIELD 


EQ IN EMPL HOME M LAWRENCE, 1228 HOUTON RD 


KBG 


$0.00 


$6,000.00 




0 0 




UNFT 001 


TOTALS 


$4,671,200.00 


$4,135,350.00 






UNIT 014 


MPB, SEED POTATO 












MASARDIS 


nnTTARF cjTATF FARM RD 


KP.P 


$40,000.00 


$5,000.00 


p 


n n 


MASARDIS 


FniliPMFNT/MAnHiNF cjunp 11R1 RARFIFI n RR 


rvw V 


$600,000.00 


$250,000.00 


n 


n n 


MASARDIS 


rjRPpMuni RF/HFADHDI RF/nFFIPF 1 inn 9TATF FARM RR 


KC7 

r\\»/i_ 


$783,400.00 


$340,000.00 


p 

n 




MASARDIS 


MFTAI Hn^lPITAI RARM 1 1 R1 fiARFIFI D RD 




$32,800.00 


$45,000.00 


p 


n n 


MASARDIS 


Mb 1 AL rU 1 A 1 U WHob, 1 Uyb o 1 A 1 b rAHM HU 


r\UU 


$787,500.00 


$350,000.00 


D 

H 


U U 


MASARDIS 


METAL-MACHINE STORAGE BLDG, 1181 GARFIELD RD 


KDF 


$300,000.00 


$100,000.00 


R 


0 0 


MASARDIS 


OLD GREENHOUSE (FORMERLY #3), 1 100 STATE FARM RD 


KDB 


$65,000.00 


$75,000.00 


R 


0 0 


MASARDIS 


PACKING SHED, 1096 STATE FARM RD 


BDN 


$210,000.00 


$100,000.00 


R 


0 0 


MASARDIS 


POTATO STORAGE HSE PORTER, 1 100 STATE FARM RD 


KDN 


15204 000 00 


151 000 000 00 


R 


0 0 


MASARDIS 


STORAGE AT SAL-MOR FARM, 1 185 GARFIELD RD 


KDP 


$180,000.00 


$500,000.00 


R 


0 0 


MIAMI 


DWELLING, 16275 SW 208 TERRACE 


ZZB 


$120,000.00 


$30,000.00 


R 


0 0 


MIAMI 


EQUIPMENT/MACHINE SHOP, 16275 SW 208 TERRACE 


ZZC 


$90,000.00 


$200,000.00 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 014 


MPB, SEED POTATO 








ABC 






UNIT 014 


TOTALS 


$3,412,700.00 


$2,995,000.00 




UNFT 028 


PFR, DIV OF ADMINISTRATIVE SERVICES 








GARDINER 


ANNEX, 76 NORTHERN AVE 


HCB 


$0.00 


$989,000.00 


0 0 




UNIT 028 


TOTALS 


$0.00 


$989,000.00 




UNFT 029 


PFR, BUREAU OF BANKING 










GARDINER 


ANNEX, 76 NORTHERN AVE 


HCB 


$0.00 


$134,000.00 


0 0 




UNFT 029 


TOTALS 


$0.00 


$134,000.00 




UNIT 030 


PFR, BUREAU OF CONSUMER CREDIT REG 








GARDINER 


ANNEX, 76 NORTHERN AVE 


HCB 


$0.00 


$84,000.00 


0 0 




UNFT 030 


TOTALS 


$0.00 


$84,000.00 




UNIT 031 


PFR, BUREAU OF INSURANCE 










GARDINER 


ANNEX, 76 NORTHERN AVE 


HCB 


$0.00 


$441 ,000.00 


0 0 




UNFT 031 


TOTALS 


$0.00 


$441,000.00 




UNFT 032 


PFR, SECURITIES DIVISION 










GARDINER 


ANNEX, 76 NORTHERN AVE 


HCB 


$0.00 


$97,000.00 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 032 


PFR, SECURITIES DIVISION 














UNIT 032 


TOTALS 


$0.00 


$97,000.00 




UNFT 041 


PFR, DIV OF LICENSING AND ENFORCEMENT 








GARDINER 


ANNEX, 76 NORTHERN AVE 


HCB 


$0.00 


$245,000.00 


0 0 




UNIT 041 


TOTALS 


$0.00 


$245,000.00 




UNIT 050 


DDC, ME DEVELOPMENTAL DISABILITIES COUNCIL 








AUGUSTA 


225 WESTERN AVE, 225 WESTERN AVE 


BMD 


$0.00 


$100,000.00 


0 0 




UNFT 050 


TOTALS 


$0.00 


$100,000.00 




UNIT 058E 


CON, INSECT & DISEASE 










AUGUSTA 


ENTOMOLOGICAL GARAGE, 50 HOSPITAL ST 


BTN 


$100,000.00 


$26,000.00 


R 0 0 


AUGUSTA 


ENTOMOLOGICAL LAB, 50 HOSPITAL ST 


BTP 


$368,000.00 


$230,000.00 


R 0 0 


AUGUSTA 


ENTOMOLOGICAL LAB, 50 HOSPITAL ST 


BTP 


$0.00 


$51,000.00 


0 0 


AUGUSTA 


INSECTORY SHED, 50 HOSPITAL ST 


BYD 


$10,000.00 


$1,000.00 


R 0 0 


OLD TOWN 


BUTLER OFFICE BLDG HQ, 87 AIRPORT RD 


KYB 


$0.00 


$45,000.00 


0 0 


OLD TOWN 


POLE BARN 6 BAY, 87 AIRPORT RD 


KYN 


$0.00 


$45,000.00 


0 0 




UNIT 058E 


TOTALS 


$478,000.00 


$398,000.00 




UNR" 058F 


CON, FOREST FIRE CONTROL 











R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 058F 


CON, FOREST FIRE CONTROL 








ALLAGASH 


RANRFR HDI RF nir.KFY RD 


RR7 


$97,230.00 


$50,000.00 


R 0 0 


ALLAGASH 


CiTORFUni RF T=i niP-KFY RD 


RPR 


$200,000.00 


$175,000.00 


R 0 0 


ASHLAND 


nFFir.F Fl IRNITI IRF/FOI IIP RADAR RD 


RDW 


$800,000.00 


$300,000.00 


R 0 0 


ASHLAND 


CiTORFUni jCiF 4*^ RADAR RD 


RDV 


$350,000.00 


$250,000.00 


R 0 0 


AUGUSTA 


Rl IT! FR Rl DR 91 nnN^iFRVATinN DR 


RP 1 


$200,000.00 


$175,000.00 


R 0 0 


AUGUSTA 


RFR V\(y^ R. WARFHni I'^F 14 nnN^iFRVATinN DR 


wivin 


$1 ,000,000.00 


$800,000.00 


R 0 1 


BEDDINGTON 


qjnRFHDI I9F MFW ?1 CC RD 




$150,000.00 


$75,000.00 


R 0 1 


BENTON 


pni F RARN RAMHOR RD 


DRP 


$81,250.00 


$93,750.00 


R 0 0 


BENTON 


RANHFR OFFIPF RAMf^DR RD 


DRR 


$81,250.00 


$15,000.00 


R 0 0 


BIG MOOSE 


poi n ^TORAHF Rl no, RDPKwnnn rd 


PKP 


$125,000.00 


$30,000.00 


R 0 0 


BROWNVILLE 


nil QHFD 4Qfi PHI IRPH 

'^ll—OlitlL-/, T-vJU OllUilOll O 1 


DWP 


$1 ,260.00 


$630.00 


R 0 0 


BROWNVILLE 


POI F RARN PHI IRPH 


nwR 


$50,000.00 


$40,000.00 


R 0 0 


BROWNVILLE 


RANRFR Uni jCiF 4Qfi HHI IRHH c;T 


DWT 

L^VV 1 


$100,000.00 


$15,000.00 


R 0 0 


BROWNVILLE 


ciTORFUni jCiF 4Qfi P-HI IRP.H c;T 


DWV 

V V V 


$100,000.00 


$38,640.00 


R 0 0 


CARATUNK 


Pm F RARN ^ylAIN c;T 

rwi_^ DmiiN, ivmiiN OI 


FFP 


$22,500.00 


$47,500.00 


R 0 0 


CARATUNK 


RANGER HOUSE/OFFICE, 234 MAIN ST 


FFX 


$81 ,250.00 


$106,250.00 


R 0 0 


CARATUNK 


STORE HOUSE, 234 MAIN ST 


FFZ 


$92,500.00 


$52,500.00 


R 0 0 


CLAYTON LAKE 


RANGER CAMP, REALTY RD 


PJR 


$65,000.00 


$10,000.00 


R 0 0 


CLAYTON LAKE 


STORAGE BLDG, REALTY RD 


PJS 


$120,000.00 


$100,000.00 


R 0 0 


CORNISH 


POLE BARN, 190 SOKOKIS TRAIL 


FXH 


$37,500.00 


$56,475.00 


R 0 0 


CORNISH 


RANGER OFFICE, 190 SOKOKIS TRAIL 


FXL 


$100,000.00 


$13,018.75 


R 0 0 


CORNISH 


STORE HOUSE, 190 SOKOKIS TRAIL 


FXP 


$100,000.00 


$38,018.75 


R 0 0 


EAST MILLINOCKET 


RANGER STATION, 191 MAIN ST 


KHG 


$275,000.00 


$40,000.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNR" 058F CON, FOREST FIRE CONTROL 



EAST MILLINOCKET 


STORAGE SHED, 191 MAIN ST 


KGC 


$6,000.00 


$0.00 


R 


0 


0 


EUSTIS 


OIL SHED, 15 EUSTIS VILLAGE RD 


GMD 


$3,000.00 


$1,875.00 


R 


0 


0 


EUSTIS 


RANGER OFFICE, 15 EUSTIS VILLAGE RD 


GMJ 


$92,500.00 


$30,000.00 


R 


0 


0 


EUSTIS 


STOREHOUSE, 15 EUSTIS VILLAGE RD 


GMB 


$150,000.00 


$52,500.00 


R 


0 


0 


GRAY 


RANGER HOUSE, 356 SHAKER RD 


HPH 


$122,508.00 


$43,750.00 


R 


0 


0 


GRAY 


STORAGE 2 BAY GARAGE, 356 SHAKER RD 


HPX 


$32,500.00 


$2,500.00 


R 


0 


0 


GRAY 


STORAGE BLDG 5 BAY, 356 SHAKER RD 


HPB 


$125,000.00 


$200,000.00 


R 


0 


0 


GRAY 


STOREHSE, DISTRICT HO (210), 356 SHAKER RD 


HOB 


$262,500.00 


$137,500.00 


R 


0 


0 


GREENVILLE 


BUTLER BLDG, 43 LAKEVIEW ST 


HOR 


$275,000.00 


$125,000.00 


R 


0 


0 


GREENVILLE 


OFFICE BLDG, 43 LAKEVIEW ST 


HRT 


$200,000.00 


$100,000.00 


R 


0 


0 


HANCOCK 


BUTLER BLDG, 258 DOWNEAST HWY 


HXP 


$100,000.00 


$45,000.00 


R 


0 


0 


HANCOCK 


HAZMAT SHED, 258 DOWNEAST HWY 


JMC 


$2,500.00 


$1,000.00 


R 


0 


0 


HANCOCK 


RANGER OFFICE, 258 DOWNEAST HWY 


HXX 


$125,000.00 


$45,000.00 


R 


0 


0 


ISLAND FALLS 


BUTLER BLDG, 2 FORESTRY RD 


JBL 


$250,000.00 


$150,000.00 


R 


0 


0 


ISLAND FALLS 


CARPENTER SHOP BLDG, 2 FORESTRY RD 


JBP 


$16,500.00 


$1,000.00 


R 


0 


0 


ISLAND FALLS 


DISTRICT OFFICE, 2 FORESTRY RD 


JBK 


$150,000.00 


$75,000.00 


R 


0 


0 


ISLAND FALLS 


POLE GARAGE BLDG, 2 FORESTRY RD 


JBR 


$150,000.00 


$130,000.00 


R 


0 


0 


ISLAND FALLS 


STORAGE BLDG, 2 FORESTRY RD 


JBV 


$44,000.00 


$33,000.00 


R 


0 


0 


ISLAND FALLS 


STORAGE BLDG #2, 2 FORESTRY RD 


JBG 


$10,115.00 


$1,000.00 


R 


0 


0 


JEFFERSON 


BUTLER BLDG, 536 WALDOBORO RD 


JDL 


$112,500.00 


$106,250.00 


R 


0 


0 


JEFFERSON 


DISTRICT HO (4240), 536 WALDOBORO RD 


JDP 


$275,000.00 


$150,000.00 


R 


0 


0 


JEFFERSON 


RANGER HSE (4230), 536 WALDOBORO RD 


JDX 


$150,000.00 


$15,000.00 


R 


0 


0 


JONESBORO 


BUTLER BLDG, 307 WHITNEYVILLE RD 


JFJ 


$150,000.00 


$75,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 

Page 6 of 190 



BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 058F CON, FOREST FIRE CONTROL 



JONESBORO 


OFFICES AND STOREHOUSE, 307 WHITNEYVILLE RD 


JFR 


$250,000.00 


$100,000.00 


R 


0 


0 


JONESBORO 


RANGER OFFICE, 307 WHITNEYVILLE RD 


JFL 


$125,000.00 


$50,000.00 


R 


0 


0 


L CUPSUPTIC 


DISTRICT HQ (4220), 966 WILSONS MILLS RD 


FXZ 


$250,000.00 


$112,500.00 


R 


0 


0 


L CUPSUPTIC 


POLE BARN, 966 WILSONS MILLS RD 


FYB 


$75,000.00 


$75,000.00 


R 


0 


0 


L CUPSUPTIC 


RANGER CAMP/BUNKHOUSE, 966 WILSONS MILLS RD 


FYD 


$81,250.00 


$8,125.00 


R 


0 


0 


L CUPSUPTIC 


STOREHOUSE, FIRE EQUIP BLDG, 966 WILSONS MILLS RD 


FYF 


$93,750.00 


$68,750.00 


R 


0 


0 


L CUPSUPTIC 


WOODSHED, 966 WILSONS MILLS RD 


FYH 


$1 ,706.25 


$131.25 


R 


0 


0 


LAKEVILLE 


WATCHMAN CAMP, 310 BEARCE RD 


BCH 


$4,000.00 


$1,000.00 


R 


0 


0 


LEE 


DISTRICT RANGER OFFICE, 2947 LEE RD 


JKH 


$175,000.00 


$65,000.00 


R 


0 


0 


LEE 


HAZMAT SHED, 2947 LEE RD 


JTZ 


$2,500.00 


$1,000.00 


R 


0 


0 


LEE 


NEW STORAGE BLDG, 2947 LEE RD 


JBN 


$175,000.00 


$25,000.00 


R 


0 


0 


LEE 


STOREHSE, 2947 LEE RD 


JKL 


$200,000.00 


$75,000.00 


R 


0 


0 


LEE 


WOODSHED, 2947 LEE RD 


JKC 


$0.00 


$1,500.00 




0 


0 


LYMAN 


RANGER HSE, 2281 ALFRED RD 


JRV 


$150,000.00 


$13,018.75 


R 


0 


0 


LYMAN 


STOREHOUSE/OFFICE/GARAGE, 2281 ALFRED RD 


JSB 


$225,000.00 


$106,250.00 


R 


0 


0 


MASARDIS 


OFFICE/RANGER HSE, 1598 MASARDIS RD 


KDR 


$120,000.00 


$40,000.00 


R 


0 


0 


MASARDIS 


OIL SHED, 1598 MASARDIS RD 


KDJ 


$3,500.00 


$1,500.00 


R 


0 


0 


MASARDIS 


POLE BARN, 1598 MASARDIS RD 


KDL 


$100,000.00 


$60,000.00 


R 


0 


0 


MASARDIS 


STOREHOUSE, 1598 MASARDIS RD 


KDV 


$350,000.00 


$200,000.00 


R 


0 


0 


MASARDIS 


WOODSHED, 1598 MASARDIS RD 


KDX 


$6,800.00 


$0.00 


R 


0 


0 


MUSQUACOOK 


RANGER CAMP, REALTY RD 


KML 


$45,000.00 


$15,000.00 


R 


0 


0 


MUSQUACOOK 


STOREHOUSE, REALTY RD 


KMN 


$5,500.00 


$6,600.00 


R 


0 


0 


NORRIDGEWOCK 


CONSERVATION OFFICE (4230), 564 SKOWHEGAN RD 


KVP 


$150,000.00 


$100,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 058F 


CON, FOREST FIRE CONTROL 










OLD TOWN 


AIRCRAFT HANGAR (MAIN), 87 AIRPORT RD 


KXR 


$504,000.00 


$128,310.00 


R 0 1 


OLD TOWN 


AIRCRAFT HANGAR (STORAGE), 87 AIRPORT RD 


Kxr 


$518,400.00 


$75,000.00 


R 0 0 


OLD TOWN 


BUTLER BLDG (SHOP), 87 AIRPORT RD 


KXV 


$325,000.00 


$225,000.00 


R 0 0 


OLD TOWN 


BUTLER OFFICE BLDG HQ, 87 AIRPORT RD 


KYB 


$300,000.00 


$125,000.00 


R 0 0 


OLD TOWN 


HAZMAT SHED, 87 AIRPORT RD 


KYL 


$2,500.00 


$1 ,000.00 


R 0 0 


OLD TOWN 


POLE BARN 6 BAY, 87 AIRPORT RD 


KYN 


$153,750.00 


$115,000.00 


R 0 0 


OLD TOWN 


POLE BARN AIRCRAFT, 87 AIRPORT RD 


KYR 


$25,920.00 


$33,915.00 


R 0 0 


OLD TOWN 


RANGER OFFICE & STOREHOUSE, 87 AIRPORT RD 


KXQ 


$125,000.00 


$200,000.00 


R 0 0 


PATTEN 


POLE BARN, GRAND LAKE RD 


HYF 


$55,000.00 


$30,000.00 


R 0 0 


PATTEN 


RANGER CAMP, GRAND LAKE RD 


HYH 


$55,000.00 


$5,500.00 


R 0 0 


PATTEN 


SHED, GRAND LAKE RD 


HYG 


$10,300.00 


$0.00 


R 0 0 


PORTAGE 


POLE BARN, 30 RANGER RD 


MMJ 


$100,000.00 


$80,000.00 


R 0 0 


PORTAGE 


STOREHOUSE, 30 RANGER RD 


MMN 


$350,000.00 


$200,000.00 


R 0 0 


ROCKWOOD 


POLE BARN, MAYNARD'S RD 


NKC 


$25,000.00 


$5,000.00 


R 0 0 


S PAMPHILE 


RANGER HOUSE, ROBINSON RD 


NMT 


$175,000.00 


$50,000.00 


R 0 0 


S PAMPHILE 


STOREHOUSE, ROBINSON RD 


NMV 


$60,000.00 


$50,000.00 


R 0 0 


SNARE BROOK 


RANGER CAMP, RUSSELL BR RD 


PFL 


$90,000.00 


$10,000.00 


R 0 0 


ST AGATHA 


RANGER HOUSE, 655 RT 162 


NML 


$75,000.00 


$10,000.00 


R 0 0 


ST AGATHA 


STOREHOUSE, 655 RT 162 


NMN 


$40,000.00 


$40,000.00 


R 0 0 


Tm R1? WFI 9 

1 \J\J 1 I 1 ^ vv i_i_o 


1 IGHT PI ANT Rl DG Wnnn/Dii GDI DFN RD 


FWF 

1 VV 1 


n nnn on 


,\j\jyj .yjyj 


R n n 


T03 R12 WELS 


RANGER HOUSE QRTRS, GOLDEN RD 


FWJ 


$100,000.00 


$25,000.00 


R 0 0 


T03 R12 WELS 


STOREHOUSE, GOLDEN RD 


FWL 


$150,000.00 


$35,490.00 


R 0 0 


T07R15WELS 


OIL & WOODSHED, LOON LAKE RD 


FPN 


$3,500.00 


$1,000.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNR" 058F 


CON, FOREST FIRE CONTROL 










T07R15WELS 


POLE BARN, LOON LAKE RD 


FPP 


$25,000.00 


$5,500.00 


R 0 0 


T07R15WELS 


RANGER CAMP, LOON LAKE RD 


FPR 


$75,000.00 


$5,000.00 


R 0 0 


T09 R09 WELS 


RANGER CAMP BROWN BROOK, PINKHAM RD 


DWD 


$40,000.00 


$1 1 ,000.00 


R 0 0 


T09 R09 WELS 


STOREHOUSE BROWN BROOK, PINKHAM RD 


DWF 


$22,000.00 


$1 1 ,000.00 


R 0 0 


T11 R17 WELS 


STOREHSE/OFFICE, REALTY RD 


FYN 


$300,000.00 


$150,000.00 


R 0 0 


T2 R4 NBKP 


GENERATOR AND SHED, SEBOOMOOK RD 


MKN 


$7,000.00 


$0.00 


R 0 0 


T2 R4 NBKP 


RANGER HOUSE, SEBOOMOOK RD 


MKP 


$100,000.00 


$20,000.00 


R 0 0 


T2 R4 NBKP 


STOREHOUSE, SEBOOMOOK RD 


MKR 


$150,000.00 


$75,000.00 


R 0 0 


T7 R16 WELS 


TURNER BRK WEATHER STATION, ST AURELIE RD 


FPB 


$13,000.00 


$0.00 


R 0 0 


TOPSFIELD 


DISTRICT RANGER OFFICE, 52 LAKEVIEW RD 


ORB 


$100,000.00 


$25,000.00 


R 0 0 


TOPSFIELD 


STORE HOUSE METAL, 52 LAKEVIEW RD 


QRN 


$150,000.00 


$25,000.00 


R 0 0 


TOPSFIELD 


STOREHOUSE, 52 LAKEVIEW RD 


QRP 


$175,000.00 


$75,000.00 


R 0 0 


W PARIS 


POLE BARN, 131 BETHEL RD 


RLN 


$37,500.00 


$118,430.00 


R 0 0 


W PARIS 


RANGER HSE, 131 BETHEL RD 


RLP 


$150,000.00 


$8,281 .25 


R 0 0 


W PARIS 


STOREHOUSE/OFFICE/GARAGE, 131 BETHEL RD 


RLR 


$90,268.75 


$40,450.00 


R 0 0 


WELD 


GARAGE 3 BAY, 157 WILTON RD 


RGH 


$75,000.00 


$77,500.00 


R 0 0 


WELD 


RANGER OFFICE, 157 WILTON RD 


RGV 


$87,500.00 


$43,750.00 


R 0 0 


WESLEY 


STOREHOUSE, 4407 AIRLINE RD 


RKN 


$175,000.00 


$75,000.00 


R 0 0 


WESLEY 


STOREHOUSE METAL, 4407 AIRLINE RD 


RKP 


$150,000.00 


$50,000.00 


R 0 0 




UNFT 058F 


TOTALS 


$14,799,008.00 


$7,438,318.75 





UNIT 058M CON, DIV OF FOREST MNGT& UTILIZATION 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT 058M 


CON, DIV OF FOREST MNGT & UTILIZATION 










ASHLAND 


nFFir.F Fl IRNITI IRF/FOI IIP 4^ RADAR RD 


RDW 


$0.00 


$41 ,400.00 




0 0 


AUGUSTA 


RFR hoc; X WARFUni RF 14 P.nNCiFRVATinN DR 


r.MH 

wivin 


$0.00 


$51 ,750.00 


R 


0 0 


GRAY 


STOREHSE DISTRICT HO ^210^ 356 SHAKER RD 


HOB 


$0.00 


$20,700.00 


R 


0 0 


GREENVILLE 


OFFICE BLDG, 43 LAKEVIEW ST 


HRT 


$0.00 


$20,700.00 


R 


0 0 


ISLAND FALLS 


DISTRICT OFFICE, 2 FORESTRY RD 


JBK 


$0.00 


$20,700.00 


R 


0 0 


JONESBORO 


OFFICES AND STOREHOUSE, 307 WHITNEYVILLE RD 


JFR 


$0.00 


$20,700.00 


R 


0 0 


LYMAN 


STOREHOUSE/OFFICE/GARAGE, 2281 ALFRED RD 


JSB 


$0.00 


$20,700.00 


R 


0 0 


NORRIDGEWOCK 


CONSERVATION OFFICE (4230), 564 SKOWHEGAN RD 


KVP 


$0.00 


$20,700.00 


R 


0 0 


OLD TOWN 


BUTLER OFFICE BLDG HQ, 87 AIRPORT RD 


KYB 


$0.00 


$42,000.00 




0 0 


W PARIS 


STOREHOUSE/OFFICE/GARAGE, 131 BETHEL RD 


RLR 


$0.00 


$20,700.00 


R 


0 0 




UNIT 058M 


TOTALS 


$0.00 


$280,050.00 






UNIT 059 


CON, PARKS 












BANGOR 


l-l Rl III niMf^ DFFIPF PFMTFR 1 OR HDf^AM RD 


DHF 


$0.00 


$75,000.00 




0 0 


BEAVER COVE 


^Ar/iD iin\ ir\ dd/^/^l' ho r/i\/Di co \a/a\/ 
OAMr MUD briUUK, To MYriLbo WAY 


HUl 


$28,800.00 


$1,000.00 


R 


0 0 


BEAVER COVE 


CAMP MUD BROOK STORAGE D, 13 MYRLE'S WAY 


HOV 


$2,400.00 


$105.00 


R 

rl 


u u 


BEAVER COVE 


CAMP ROWELLS COVE & WOOD SHED, 13 MYRLE'S WAY 


HOX 


$64,800.00 


$8,295.00 


R 


0 0 


BEAVER COVE 


CONTROL STATION, 13 MYRLE'S WAY 


HOZ 


$32,400.00 


$5,000.00 


R 


0 0 


BEAVER COVE 


JOHNSON CAMP (CROSS ISLAND), NO ROAD ACCESS 


HRL 


1528 800 00 


151 000 00 


R 


0 0 


BEAVER COVE 


LATRINE #1,13 MYRLE'S WAY 


HRP 


$81,000.00 


$0.00 


R 


0 0 


BEAVER COVE 


LATRINE #10, 13 MYRLE'S WAY 


RLM 


$3,240.00 


$0.00 


R 


0 0 


BEAVER COVE 


LATRINE #11,13 MYRLE'S WAY 


RLQ 


$3,240.00 


$0.00 


R 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT 059 CON, PARKS 



BEAVER COVE 


LATRINE #12, 13 MYRLE'S WAY 


RLS 


$3,240.00 


$0.00 


R 


0 


0 


BEAVER COVE 


LATRINE #2, 13 MYRLE'S WAY 


HSC 


$81,000.00 


$0.00 


R 


0 


0 


BEAVER COVE 


LATRINE #3, 13 MYRLE'S WAY 


HSG 


$81,000.00 


$0.00 


R 


0 


0 


BEAVER COVE 


LATRINE #4, 13 MYRLE'S WAY 


HSJ 


$81,000.00 


$0.00 


R 


0 


0 


BEAVER COVE 


LATRINE #5, 13 MYRLE'S WAY 


HSK 


$81,000.00 


$0.00 


R 


0 


0 


BEAVER COVE 


LATRINE #6, 13 MYRLE'S WAY 


HSM 


$81,000.00 


$0.00 


R 


0 


0 


BEAVER COVE 


LATRINE #7, 13 MYRLE'S WAY 


HSO 


$81,000.00 


$0.00 


R 


0 


0 


BEAVER COVE 


LATRINE #8, 1 3 MYRLE'S WAY 


HSR 


$81,000.00 


$0.00 


R 


0 


0 


BEAVER COVE 


LATRINE #9, 1 3 MYRLE'S WAY 


HSW 


$81,000.00 


$0.00 


R 


0 


0 


BEAVER COVE 


PLAYGROUND, 13 MYRLE'S WAY 


HSP 


$44,000.00 


$0.00 


R 


0 


0 


BEAVER COVE 


PUMPHOUSE (RC), 13 MYRLE'S WAY 


HRX 


$1 ,080.00 


$840.00 


R 


0 


0 


BEAVER COVE 


REGIONAL SHOP, 13 MYRLE'S WAY 


HRN 


$207,360.00 


$75,000.00 


R 


0 


0 


BEAVER COVE 


SVC BLDG (STORAGE), 13 MYRLE'S WAY 


HSB 


$38,800.00 


$20,000.00 


R 


0 


0 


BEAVER COVE 


SVC BLDG 2-BAY, 13 MYRLE'S WAY 


HSD 


$77,760.00 


$10,000.00 


R 


0 


0 


BEAVER COVE 


TOILET SHOWER BLDG, 13 MYRLE'S WAY 


HSS 


$300,000.00 


$2,000.00 


R 


0 


0 


BEAVER COVE 


WOODSHED (CROSS ISLAND), NO ROAD ACCESS 


HSF 


$1 ,920.00 


$210.00 


R 


0 


0 


BROOKSVILLE 


1 GANGWY&10 FLOATS MAIN & ISLE, 172 INDIAN BAR RD 


PCQ 


$50,000.00 


$0.00 


R 


0 


0 


BROOKSVILLE 


BARN, 172 INDIAN BAR RD 


DVY 


$217,800.00 


$3,500.00 


R 


0 


0 


BROOKSVILLE 


BARN, ISLAND, NO ROAD ACCESS 


DVN 


$215,460.00 


$69,855.00 


R 


0 


0 


BROOKSVILLE 


DWELLING, 172 INDIAN BAR RD 


DVR 


$225,600.00 


$7,500.00 


R 


0 


0 


BROOKSVILLE 


GARAGE, 172 INDIAN BAR RD 


DVT 


$51 ,840.00 


$7,350.00 


R 


0 


0 


BROOKSVILLE 


SHED #1 , ISLAND, 1 72 INDIAN BAR RD 


DVW 


$10,800.00 


$11,550.00 


R 


0 


0 


BROOKSVILLE 


SHED #2, 172 INDIAN BAR RD 


DVX 


$7,830.00 


$0.00 


R 


0 


0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 










(C) The number of pressure vessels to be inspected 
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PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 059 


CON, PARKS 










BROOKSVILLE 


SHED 3, 172 INDIAN BAR RD 


DVZ 


$1 1 ,970.00 


$10,500.00 


R 0 0 


BROOKSVILLE 


SHED 4, 172 INDIAN BAR RD 


DVV 


$4,230.00 


$0.00 


R 0 0 


BROOKSVILLE 


TOM COD STORAGE, 172 INDIAN BAR RD 


DVC 


$60,480.00 


$20,000.00 


R 0 0 


BROOKSVILLE 


VAULT PRIVY #1, 172 INDIAN BAR RD 


DVQ 


$3,240.00 


$0.00 


R 0 0 


BROOKSVILLE 


VAULT PRIVY #2, 172 INDIAN BAR RD 


DVS 


$3,240.00 


$0.00 


R 0 0 


BROWNVILLE 


FURNACE D, IRON WORKS RD 


DWL 


$100,000.00 


$0.00 


R 0 0 


BROWNVILLE 


KILN, CHARCOAL D, IRON WORKS RD 


DWN 


$100,000.00 


$0.00 


R 0 0 


CAMDEN 


CHK STA OFFICE, STORAGE, PHONE, 280 BELFAST RD 


FCB 


$34,560.00 


$4,000.00 


R 0 0 


CAMDEN 


CONTROL STATION, 280 BELFAST RD 


FCF 


$23,520.00 


$420.00 


R 0 0 


CAMDEN 


HDQRTRS & GARAGE, 280 BELFAST RD 


FCL 


$183,480.00 


$5,880.00 


R 0 0 


CAMDEN 


LATRINE, 280 BELFAST RD 


FCN 


$300,000.00 


$420.00 


R 0 0 


CAMDEN 


LATRINE, LOWER CA, 280 BELFAST RD 


FCP 


$250,000.00 


$1,000.00 


R 0 0 


CAMDEN 


LATRINE, UPPER CA, 280 BELFAST RD 


FCR 


$300,000.00 


$1 ,000.00 


R 0 0 


CAMDEN 


PUMP HOUSE, 280 BELFAST RD 


FCC 


$1 ,050.00 


$3,000.00 


R 0 0 


CAMDEN 


SERVICE BLDG & GARAGE, 280 BELFAST RD 


FCT 


$221 ,520.00 


$75,000.00 


R 0 0 


CAMDEN 


SHELTER, 280 BELFAST RD 


FCD 


$99,000.00 


$2,000.00 


R 0 0 


CAMDEN 


SKI SHELTER, 280 BELFAST RD 


FCK 


$72,000.00 


$1 ,000.00 


R 0 0 


CAMDEN 


STORAGE SHED, 280 BELFAST RD 


FCV 


$55,440.00 


$60,000.00 


R 0 0 


CANAAN 


ADLER HOUSE, 108 LAKE GEORGE DR E 


NZZ 


$80,854.00 


$0.00 


R 0 0 


CANAAN 


GARAGE, 138 LAKE GEORGE DR E 


FDH 


$24,902.00 


$0.00 


R 0 0 


CANAAN 


OFFICE/CONFERENCE, 10 MAIN ST 


FCS 


$70,000.00 


$0.00 


R 0 0 


CANAAN 


OPERATION CENTER, 138 LAKE GEORGE DR E 


FCQ 


$60,000.00 


$20,000.00 


R 0 0 


CANAAN 


ROUND HOUSE, 138 LAKE GEORGE DR E 


PDJ 


$27,000.00 


$0.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr 059 


CON, PARKS 








ABC 


CANAAN 


SNOWMOBILE BLDG, 10 MAIN ST 


PBC 


$6,000.00 


$0.00 


R 

n 


n 


n 


CANAAN 


TOILET BLDG EAST, 138 LAKE GEORGE DR E 


FCX 


$46,080.00 


$0.00 


n 


n 


n 


CAPE ELIZABETH 


015 TOLL STATION-OFFICE, 109 BOWERY BEACH RD 


FDX 


$20,160.00 


$2,415.00 


n 


u 


u 


CAPE ELIZABETH 


BIO CONCESSION, 109 BOWERY BEACH RD 


FFB 


$202,200.00 


$28,245.00 


D 

n 






CAPE ELIZABETH 


B1 1 MAINTENANCE BLDG, 109 BOWERY BEACH RD 


FFD 


$240,600.00 


$100,000.00 


n 






CAPE ELIZABETH 


B4 DWELLING & GARAGE, 7 TOWER RD 


FFF 


$326,970.00 


$10,000.00 


p 




n 


CAPE ELIZABETH 


B5 LATRINE #2, 7 TOWER RD 


FFH 


$31,080.00 


$105.00 


p 


u 


0 
u 


CAPE ELIZABETH 


B6 SERVICE BLDG, 7 TOWER RD 


FFJ 


$97,680.00 


$10,920.00 


P 


n 

u 


n 

u 


CAPE ELIZABETH 


B7 TOLL STATION, 7 TOWER RD 


FFL 


$15,840.00 


$6,000.00 


P 


n 
u 


n 
u 


CAPE ELIZABETH 


B8 PICNIC SHELTER, 7 TOWER RD 


FFN 


$123,000.00 


$0.00 


p 


0 
u 


n 
u 


CAPE ELIZABETH 


B9 BATHHOUSE, 109 BOWERY BEACH RD 


FFP 


$300,060.00 


$945.00 


P 


n 


n 


CAPE ELIZABETH 


LATRINE #1 , 7 TOWER RD 


FFK 


$4,320.00 


$0.00 


P 


n 


n 


CAPE ELIZABETH 


LATRINE #1 , 109 BOWERY BEACH RD 


FFG 


$4,320.00 


$0.00 


p 


n 


n 


CAPE ELIZABETH 


LATRINE #2, 109 BOWERY BEACH RD 


FFS 


$4,320.00 


$0.00 


p 






CAPE ELIZABETH 


PLAYGROUND, 7 TOWER RD 


FFQ 


$50,000.00 


$0.00 


p 






CAPE ELIZABETH 


RESTROOM, 7 TOWER RD 


FFM 


$300,000.00 


$10,000.00 


R 


0 


0 


CASCO 


A 22 SOUTHERN REGION HQS, 1 1 PARK ACCESS RD 


FJV 


$496,800.00 


$75,000.00 


R 


0 


0 


CASCO 


A 23 SERV BLDG & GARAGE, 1 1 PARK ACCESS RD 


FJX 


$241 ,080.00 


$75,000.00 


p 




n 
yj 


CASCO 


A 24 GARAGE STORHSE, 1 1 PARK ACCESS RD 


FJZ 


$117,600.00 


$50,000.00 


R 


0 


0 


CASCO 


A 25 CHECKING STATION, 1 1 PARK ACCESS RD 


FKB 


$3,120.00 


$7,560.00 


R 


0 


0 


CASCO 


A 26 RANGER STA DWELLING, 1 1 PARK ACCESS RD 


FKD 


$124,050.00 


$7,560.00 


R 


0 


0 


CASCO 


A 31 CONCESSION, 1 1 PARK ACCESS RD 


FKF 


$144,000.00 


$51,450.00 


R 


0 


0 


CASCO 


A 32 ADIRON SHELTERS, 1 1 PARK ACCESS RD 


FKH 


$41,550.00 


$0.00 


R 


0 


0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 059 


CON, PARKS 










CASCO 


A27 STOREHSE, 11 PARK ACCESS RD 


FKJ 


$21 ,600.00 


$5,985.00 


R 0 0 


CASCO 


A28 LATRINE, FLUSH, 11 PARK ACCESS RD 


FKL 


$97,650.00 


$3,000.00 


R 0 0 


CASCO 


A30 SUMP HOUSE SEWAGE, 1 1 PARK ACCESS RD 


FKP 


$1 1 ,280.00 


$0.00 


R 0 0 


CASCO 


A33 LATRINE, CHEMICAL, 11 PARK ACCESS RD 


FKR 


$58,800.00 


$0.00 


R 0 0 


CASCO 


A34 LATRINE, 1 1 PARK ACCESS RD 


FKT 


$4,320.00 


$0.00 


R 0 0 


CASCO 


A35 PICNIC SHELTER, 11 PARK ACCESS RD 


FKV 


$69,120.00 


$0.00 


R 0 0 


CASCO 


A36 PUMP HOUSE, NEW, 1 1 PARK ACCESS RD 


FKX 


$19,200.00 


$0.00 


R 0 0 


CASCO 


ADIRON SHELTER, 11 PARK ACCESS RD 


FJB 


$41,550.00 


$0.00 


R 0 0 


CASCO 


BATHHOUSE #2, 1 1 PARK ACCESS RD 


RLG 


$129,240.00 


$250.00 


R 0 0 


CASCO 


LATRINE #2, 1 1 PARK ACCESS RD 


PLM 


$4,320.00 


$0.00 


R 0 0 


CASCO 


LATRINE #3, 1 1 PARK ACCESS RD 


PLO 


$4,320.00 


$0.00 


R 0 0 


CASCO 


LATRINE #4, 11 PARK ACCESS RD 


PLS 


$4,320.00 


$0.00 


R 0 0 


CASCO 


LATRINE #5, 11 PARK ACCESS RD 


PLW 


$4,320.00 


$0.00 


R 0 0 


CASCO 


LATRINE #6, 11 PARK ACCESS RD 


KNW 


$4,320.00 


$0.00 


R 0 0 


CASCO 


LATRINE #7, 11 PARK ACCESS RD 


KNY 


$4,320.00 


$0.00 


R 0 0 


CASCO 


PLAYGROUND, 11 PARK ACCESS RD 


NGK 


$55,000.00 


$0.00 


R 0 0 


CASCO 


RIVER BANK TOILET SHW SOLAR, 1 1 PARK ACCESS RD 


HMC 


$312,000.00 


$25,000.00 


R 0 0 


CASCO 


SONGO BCH MAIN TOILET SOLAR, 1 1 PARK ACCESS RD 


PLN 


$312,000.00 


$25,000.00 


R 0 0 


CHERRYFIELD 


140 MAIN ST, 140 MAIN ST 


FVL 


$0.00 


$5,000.00 


R 0 0 


CHESUNCOOK LK 


RANGER CAMP, GOLDEN RD 


FWH 


$110,250.00 


$8,000.00 


R 0 0 


CHESUNCOOK LK 


WOODSHED & STORAGE, GOLDEN RD 


FWN 


$5,355.00 


$2,000.00 


R 0 0 


DOVER FOXCROFT 


BATHHOUSE, 401 STATE PARK RD 


GCJ 


$109,560.00 


$2,500.00 


R 0 0 


DOVER FOXCROFT 


CAMPGROUND SHOWER BLDG, 401 STATE PARK RD 


GCQ 


$350,000.00 


$0.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr 059 


CON, PARKS 








ABC 


DOVER FOXCROFH" 


CHECKING STATION, 401 STATE PARK RD 


GCL 


$38,040.00 


$6,000.00 


R 

n 


n 


n 


DOVER FOXCROFT 


LATRINE #1 , 401 STATE PARK RD 


GCP 


$152,640.00 


$1 ,700.00 


n 


n 


n 


DOVER FOXCROFT 


LATRINE #2, 401 STATE PARK RD 


GCR 


$152,640.00 


$1 ,700.00 


D 

n 


n 


n 


DOVER FOXCROFT 


PUMP HSE, 401 STATE PARK RD 


GCX 


$10,800.00 


$15,000.00 


D 

n 


n 


n 


DOVER FOXCROFT 


RANGERS RESIDENCE, 401 STATE PARK RD 


GCZ 


$103,500.00 


$8,295.00 


n 






DOVER FOXCROFT 


SERVICE BLDG, 401 STATE PARK RD 


GDB 


$77,760.00 


$20,000.00 


p 




n 


DOVER FOXCROFT 


SHELTER GROUP, 401 STATE PARK RD 


GCS 


$37,800.00 


$500.00 


p 


u 


0 
u 


DOVER FOXCROFT 


SHOWER BLDG, 401 STATE PARK RD 


GCB 


$320,000.00 


$0.00 


P 


n 

u 


n 

u 


DOVER FOXCROFT 


TOOL & WOOD SHED, 401 STATE PARK RD 


GDD 


$7,650.00 


$5,000.00 




n 

u 


n 
u 


DOVER FOXCROFT 


WOODSHED, 401 STATE PARK RD 


GDH 


$28,800.00 


$2,520.00 


P 


n 
u 


n 
u 


EDMUNDS TWP 


#1 ADIRONDACK SHELTER, 40 S EDMUNDS RD 


GFZ 


$4,860.00 


$0.00 


R 


n 


n 


EDMUNDS TWP 


#2 ADIRONDACK SHELTER, 40 S EDMUNDS RD 


GGM 


$4,860.00 


$0.00 


P 


n 


n 


EDMUNDS TWP 


#3 ADIRONDACK SHELTER, 40 S EDMUNDS RD 


GGQ 


$4,860.00 


$0.00 


p 


n 


n 


EDMUNDS TWP 


#4 ADIRONDACK SHELTER, 40 S EDMUNDS RD 


GGS 


$4,860.00 


$0.00 


p 


n 


n 


EDMUNDS TWP 


#5 ADIRONDACK SHELTER, 40 S EDMUNDS RD 


GGW 


$4,860.00 


$0.00 


p 


n 


n 


EDMUNDS TWP 


#6 ADIRONDACK SHELTER, 40 S EDMUNDS RD 


GGY 


$4,860.00 


$0.00 


R 


0 


0 


EDMUNDS TWP 


#7 ADIRONDACK SHELTER, 40 S EDMUNDS RD 


RLW 


$4,860.00 


$0.00 


R 


0 


0 


EDMUNDS TWP 


#8 ADIRONDACK SHELTER, 40 S EDMUNDS RD 


RLY 


$4,860.00 


$0.00 


R 


0 


0 


EDMUNDS TWP 


ADIRONDACK SHELTER (LGE), 40 S EDMUNDS RD 


GFX 


$35,190.00 


$500.00 


R 


0 


0 


FDMI INn9 TWP 


RARN 4n 9 FDMI IND^ RD 


GGR 






R 


0 


0 


EDMUNDS TWP 


EQUIPMENT BLDG, 40 S EDMUNDS RD 


GGJ 


$23,040.00 


$23,205.00 


R 


0 


0 


EDMUNDS TWP 


FIRE BLDG, 40 S EDMUNDS RD 


GGL 


$24,000.00 


$4,200.00 


R 


0 


0 


EDMUNDS TWP 


FIRE TOWER, 40 S EDMUNDS RD 


GGN 


$32,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 
INSURANCE 
VALUE 
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REPLACEMENT 
COST 


see 
footnote 


UNrr 059 


CON, PARKS 








ABC 


EDMUNDS TWP 


HANDICAP OBSERVATION SHELTER, 40 S EDMUNDS RD 


GGP 


$21 ,600.00 


$250.00 


R 

n 


n 


n 


EDMUNDS TWP 


MGR RESIDENCE, 40 S EDMUNDS RD 


GHF 


$100,080.00 


$7,000.00 


n 


n 


n 


EDMUNDS TWP 


OFFICE/SHOP, 40 S EDMUNDS RD 


GGR 


$155,430.00 


$20,000.00 


D 

n 


n 


n 


EDMUNDS TWP 


OIL HOUSE, 40 S EDMUNDS RD 


GGT 


$4,560.00 


$2,100.00 


D 

n 


n 


n 


EDMUNDS TWP 


PICNIC SHELTERS, 40 S EDMUNDS RD 


GGV 


$64,800.00 


$0.00 


n 






EDMUNDS TWP 


PLAYGROUND, 40 S EDMUNDS RD 


GGD 


$50,000.00 


$0.00 


p 




n 


EDMUNDS TWP 


PRESSURE TANK BLDG #1 , 40 S EDMUNDS RD 


GGX 


$810.00 


$120.00 


p 


u 


0 
u 


EDMUNDS TWP 


PRESSURE TANK BLDG #2, 40 S EDMUNDS RD 


GGC 


$810.00 


$120.00 


P 


n 

u 


n 

u 


EDMUNDS TWP 


PRESSURE TANK BLDG #3, 40 S EDMUNDS RD 


GGG 


$810.00 


$120.00 


R 


n 


n 
u 


EDMUNDS TWP 


PRESSURE TANK BLDG #4, 40 S EDMUNDS RD 


GGH 


$810.00 


$120.00 


R 


n 


n 
u 


EDMUNDS TWP 


PRESSURE TANK BLDG #5, 40 S EDMUNDS RD 


GGK 


$810.00 


$120.00 


R 


n 


n 


EDMUNDS TWP 


PUMP HSE / ELECT ENTRANCE, 40 S EDMUNDS RD 


GGZ 


$10,000.00 


$1,000.00 


R 


n 


n 


EDMUNDS TWP 


RANGERS RESIDENCE, 40 S EDMUNDS RD 


GHD 


$121,920.00 


$6,000.00 


p 


n 


n 


EDMUNDS TWP 


RECEPTION BLDG, 40 S EDMUNDS RD 


GHB 


$44,040.00 


$5,000.00 


p 


n 


n 


EDMUNDS TWP 


SHOWER BLDG, 40 S EDMUNDS RD 


GHH 


$107,640.00 


$8,000.00 


p 


n 


n 


EDMUNDS TWP 


STORAGE BLDGS, 40 S EDMUNDS RD 


GHL 


$20,910.00 


$5,880.00 


R 


0 


0 


EDMUNDS TWP 


TWO CAR GARAGE, 40 S EDMUNDS RD 


GHN 


$14,640.00 


$4,200.00 


R 


0 


0 


EDMUNDS TWP 


WOOD STORAGE BLDG, 40 S EDMUNDS RD 


GHP 


$26,910.00 


$17,430.00 


R 


0 


0 


FORT KENT 


BLOCKHOUSE, BLOCKHOUSE RD 


GXJ 


$173,100.00 


$21,000.00 


R 


0 


0 


FORT KFNT 

1 1 I 1 1 \l 1 M 1 


MAINTFNANCF K INFO Rl DG Rl DCKHnilSF RD 


GXV 


<R8? Q8n no 


jyj\j\j .yjyj 


R 


0 


0 


FORT KENT 


STORAGE SHED, BLOCKHOUSE RD 


GXG 


$3,000.00 


$3,000.00 


R 


0 


0 


FREEPORT 


A 46 CAMP, 426 WOLFE'S NECK RD 


GYV 


$81 ,000.00 


$5,355.00 


R 


0 


0 


FREEPORT 


A 47 GARAGE, 426 WOLFE'S NECK RD 


GYX 


$27,360.00 


$15,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 
INSURANCE 
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CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNR" 059 


CON, PARKS 








ABC 


FREEPORT 


A 48 TOLL BOOTH, 428 WOLFE'S NECK RD 


GYZ 


$3,480.00 


$105.00 


R 

n 


n 


n 


FREEPORT 


A 49 LATRINE, 428 WOLFE'S NECK RD 


GZB 


$46,560.00 


$420.00 


n 


n 


n 


FREEPORT 


SEWAGE PUMP, 426 WOLFE'S NECK RD 


GYB 


$4,320.00 


$5,000.00 


D 

n 


n 


n 


FREEPORT 


SHELTER, 428 WOLFE'S NECK RD 


FDN 


$23,040.00 


$0.00 


D 

n 


n 


n 


FRYEBURG 


ENTRANCE BOOTH, 378 Swans Falls Rd 


GYN 


$7,200.00 


$0.00 


n 






FRYEBURG 


OUTHOUSE #1 , 378 Swans Falls Rd 


GZP 


$3,240.00 


$0.00 


p 




n 


FRYEBURG 


OUTHOUSE #2, 378 Swans Falls Rd 


GZQ 


$3,240.00 


$0.00 


p 


u 


0 
u 


FRYEBURG 


OUTHOUSE #3, 378 Swans Falls Rd 


GZS 


$3,240.00 


$0.00 


P 


n 

u 


n 

u 


FRYEBURG 


OUTHOUSE #4, 378 Swans Falls Rd 


GZV 


$3,240.00 


$0.00 


P 


n 
u 


n 
u 


FRYEBURG 


OUTHOUSE #5, 378 Swans Falls Rd 


GZW 


$3,240.00 


$0.00 


p 


0 
u 


n 
u 


FRYEBURG 


OUTHOUSE #6, 378 Swans Falls Rd 


GZX 


$2,160.00 


$0.00 


R 


n 


n 


FRYEBURG 


RESIDENCE/CONTACT STATION, 378 Swans Falls Rd 


GYD 


$54,720.00 


$0.00 


P 


n 


n 


FRYEBURG 


RIVER RUNNER CAMP, 378 Swans Falls Rd 


GYQ 


$60,480.00 


$0.00 


p 


n 


n 


FRYEBURG 


T00L7BUNK HOUSE, 378 Swans Falls Rd 


GZY 


$14,400.00 


$0.00 


p 


n 


n 


GEORGETOWN 


ABOVE GRD WATER TANK1 5000 GAL, 375 SEGUINLAND RD 


BHX 


$10,000.00 


$0.00 


p 


n 


n 


GEORGETOWN 


ABOVE GRD WATER TANK2 5000 GAL, 375 SEGUINLAND RD 


BHY 


$10,000.00 


$0.00 


R 


0 


0 


GEORGETOWN 


C1 SHELTER (KIDD BEACH), 375 SEGUINLAND RD 


HDL 


$104,400.00 


$0.00 


R 


0 


0 


GEORGETOWN 


C10 SERV BLDG & GARAGE, 375 SEGUINLAND RD 


HDN 


$291 ,600.00 


$75,000.00 


R 


0 


0 


GEORGETOWN 


C1 1 STORAGE BLDG, 375 SEGUINLAND RD 


HDP 


$38,800.00 


$26,775.00 


R 


0 


0 


VJl \_/ 1 I 1 1 V_/VVIM 


r,1 ? PI IMPHDI I9F #4 ^7^1 9FGI IINI AND RD 


HDR 

1 1 1—/ 1 1 




\pyj.yjyj 


R 


0 


0 


GEORGETOWN 


C14 PUMPHOUSE #5 & 6, 375 SEGUINLAND RD 


HDT 


$16,800.00 


$15,000.00 


R 


0 


0 


GEORGETOWN 


C1 5 LATRINE, 375 SEGUINLAND RD 


HDV 


$4,320.00 


$0.00 


R 


0 


0 


GEORGETOWN 


C16 HQ & RESIDENCE, 375 SEGUINLAND RD 


HDX 


$302,520.00 


$20,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNR" 059 


CON, PARKS 








ABC 


GEORGETOWN 


C17 SUMP PUMPHSE (GH), 375 SEGUINLAND RD 


HDZ 


$4,320.00 


$1 ,260.00 


R 

n 


n 


n 


GEORGETOWN 


C18 SUMP PUMPHSE, 375 SEGUINLAND RD 


HFB 


$4,320.00 


$1 ,260.00 


n 


n 


n 


GEORGETOWN 


C19 SUMP PUMP HSE KB, 375 SEGUINLAND RD 


HFD 


$4,320.00 


$1 ,365.00 


D 

n 


n 


n 


GEORGETOWN 


C2 CONCESSION (GH), 375 SEGUINLAND RD 


HFF 


$116,400.00 


$23,940.00 


D 

n 


n 


n 


GEORGETOWN 


C20 OIL STORAGE BLDG, 375 SEGUINLAND RD 


HFH 


$8,430.00 


$1 ,260.00 


n 






GEORGETOWN 


C3 CHECKING STATION, 375 SEGUINLAND RD 


HFJ 


$16,800.00 


$5,000.00 


p 




n 


GEORGETOWN 


C4 SCHOOL HOUSE D, 375 SEGUINLAND RD 


HFL 


$69,300.00 


$0.00 


p 


u 


0 
u 


GEORGETOWN 


C5 BATHHOUSE (GH), 375 SEGUINLAND RD 


HFN 


$475,000.00 


$0.00 


P 


n 

u 


n 

u 


GEORGETOWN 


C6 PUMPHOUSE #1 , 375 SEGUINLAND RD 


HFP 


$1 1 ,400.00 


$0.00 




n 

u 


n 
u 


GEORGETOWN 


C7 PUMPHOUSE #2, 375 SEGUINLAND RD 


HFR 


$16,800.00 


$3,000.00 


P 


n 


n 
u 


GEORGETOWN 


C8 LATRINE KB, 375 SEGUINLAND RD 


HFT 


$28,800.00 


$0.00 


P 


n 


n 


GEORGETOWN 


C9 BATHHSE/CONCESS (TP), 375 SEGUINLAND RD 


HFV 


$533,760.00 


$29,505.00 


P 


n 


n 


GEORGETOWN 


GRIFFITHS HEAD BATHHOUSE, 375 SEGUINLAND RD 


HDW 


$500,000.00 


$0.00 


p 


n 


n 


GEORGETOWN 


LATRINE #1 , 375 SEGUINLAND RD 


HDC 


$4,320.00 


$0.00 


p 


n 


n 


GRAFTON NOTCH 


1 SHELTER, 1941 BEAR RIVER RD 


HLN 


$3,600.00 


$0.00 


p 


n 


n 


GRAFTON NOTCH 


CAMP/STORAGE, 1941 BEAR RIVER RD 


PCH 


$36,960.00 


$0.00 


R 


0 


0 


GRAFTON NOTCH 


HEADQUARTERS, 1941 BEAR RIVER RD 


HLR 


$50,400.00 


$15,000.00 


R 


0 


0 


GRAFTON NOTCH 


MAINTENANCE SHOP, 1941 BEAR RIVER RD 


PCB 


$64,800.00 


$15,000.00 


R 


0 


0 


GRAFTON NOTCH 


SHELTER #1, 1941 BEAR RIVER RD 


HLP 


$3,600.00 


$0.00 


R 


0 


0 


GRAFTDN NOTCH 


qi-IFI TFR #? 1Q41 RFAR RIVFR RD 


PCN 


<RT finn on 

^^)^J .yjyj 


<Rn on 


R 


0 


0 


GRAFTON NOTCH 


STORAGE BLDG, 1941 BEAR RIVER RD 


HLV 


$27,360.00 


$10,000.00 


R 


0 


0 


HALLOWELL 


ADMINISTRATION BLDG, 1 BEECH ST 


HTD 


$0.00 


$50,000.00 




0 


0 


HARPSWELL 


ADMIRAL PEARY'S HOUSE, EAGLE ISLAND 


FLL 


$459,000.00 


$1,000,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNR" 059 


CON, PARKS 










HARPSWELL 


81 PIER, EAGLE ISLAND 


FLM 


$100,000.00 


$0.00 


R 0 0 


HARPSWELL 


B2 CARETAKERS HOUSE, EAGLE ISLAND 


FLN 


$99,120.00 


$10,000.00 


R 0 0 


HARPSWELL 


LATRINE (1), EAGLE ISLAND 


FLC 


$8,640.00 


$0.00 


R 0 0 


HARPSWELL 


WELCOME CENTER, EAGLE ISLAND 


BHH 


$50,000.00 


$20,000.00 


R 0 0 


HERMON 


HOUSE, JACKSON BEACH RD 


HYJ 


$75,000.00 


$0.00 


R 0 0 


ISLESBORO 


CABIN / OFFICE, WARREN ISLAND 


JCL 


$43,200.00 


$8,000.00 


R 0 0 


ISLESBORO 


FLOAT & PIER, WARREN ISLAND 


JCB 


$180,000.00 


$0.00 


R 0 0 


ISLESBORO 


INFORMATION CTR, WARREN ISLAND 


JCD 


$2,220.00 


$0.00 


R 0 0 


ISLESBORO 


SHELTER #1 , WARREN ISLAND 


PBP 


$8,000.00 


$0.00 


R 0 0 


ISLESBORO 


SHELTER #2, WARREN ISLAND 


BZC 


$8,000.00 


$0.00 


R 0 0 


ISLESBORO 


SHELTER #3, WARREN ISLAND 


OXG 


$8,000.00 


$0.00 


R 0 0 


ISLESBORO 


TOOL SHED, WARREN ISLAND 


PBR 


$8,640.00 


$2,000.00 


R 0 0 


JEFFERSON 


BATHHOUSE, 8 STATE PARK RD 


JFD 


$300,000.00 


$0.00 


R 0 0 


JEFFERSON 


CHECKING STATION, 8 STATE PARK RD 


JDN 


$3,240.00 


$0.00 


R 0 0 


JEFFERSON 


PICNIC SHELTER, 8 STATE PARK RD 


JDV 


$75,000.00 


$0.00 


R 0 0 


JEFFERSON 


SERVICE BLDG, 8 STATE PARK RD 


JDZ 


$28,800.00 


$3,150.00 


R 0 0 


JEFFERSON 


STORAGE BUILDING, 8 STATE PARK RD 


JDG 


$9,600.00 


$2,500.00 


R 0 0 


KITTERY 


B16 BLOCK HSE, 44 PEPPERELL RD 


JHD 


$390,000.00 


$10,000.00 


R 0 0 


KITTERY 


B1 7 LATRINE/STORAGE, 44 PEPPERELL RD 


JHF 


$92,160.00 


$25,000.00 


R 0 0 


KITTERY 


LATRINE #1 , 44 PEPPERELL RD 


JHC 


$4,320.00 


$0.00 


R 0 0 


KITTERY 


LATRINE #2, 44 PEPPERELL RD 


JHL 


$4,320.00 


$0.00 


R 0 0 


KITTERY 


PLAYGROUND, 44 PEPPERELL RD 


BPY 


$15,000.00 


$0.00 


R 0 0 


KITTERY 


SHELTER, 44 PEPPERELL RD 


JHH 


$34,560.00 


$0.00 


R 0 0 


(A) 


R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr 059 


CON, PARKS 








ABC 


KITTERY 


STORAGE, 44 PEPPERELL RD 


FDF 


$23,040.00 


$10,000.00 


R 

n 


n 


n 


LAMOINE 


ADIRONDACK SHELTER, 23 STATE PARK RD 


JJK 


$4,410.00 


$0.00 


n 


n 


n 


LAMOINE 


BARN, 23 STATE PARK RD 


JJN 


$353,340.00 


$35,000.00 


D 

n 


n 


n 


LAMOINE 


CONTROL STATION, 23 STATE PARK RD 


JJR 


$10,080.00 


$2,000.00 


D 

n 


n 


n 


LAMOINE 


DWELLING - HDQS, 23 STATE PARK RD 


JJT 


$122,400.00 


$4,620.00 


n 






LAMOINE 


STORAGE SHED, 23 STATE PARK RD 


JJV 


$1,410.00 


$210.00 


p 




n 


LAMOINE 


STORAGE SHED 2, 23 STATE PARK RD 


JJX 


$4,950.00 


$1,500.00 


p 


u 


0 
u 


LAMOINE 


TOILET/SHOWER BLDG, 23 STATE PARK RD 


PCD 


$300,000.00 


$5,000.00 


P 


n 

u 


n 

u 


LAMOINE 


TWO FLOATS AND GANGWAY, 23 STATE PARK RD 


PCK 


$25,000.00 


$0.00 


R 


n 


n 
u 


LAMOINE 


WOODSHED - HDOS, 23 STATE PARK RD 


JKB 


$8,070.00 


$1,260.00 


R 


n 


n 
u 


LIBERTY 


BATHHOUSE, 278 BELFAST AUGUSTA 


JMB 


$300,000.00 


$25,000.00 


R 


n 


n 


LIBERTY 


C51 HO, DWELL,SHED & BARN, 278 BELFAST AUGUSTA 


JMD 


$337,800.00 


$57,855.00 


P 


n 


n 


LIBERTY 


CAMPGROUND SHOWER BLDG, 278 BELFAST AUGUSTA 


JMF 


$400,000.00 


$0.00 


p 


n 


n 


LIBERTY 


E53 CHECKING STATION, 278 BELFAST AUGUSTA 


JMH 


$5,040.00 


$3,570.00 


p 


n 


n 


LIBERTY 


E55 SHOWER BLDG, 278 BELFAST AUGUSTA 


JMJ 


$350,000.00 


$2,000.00 


p 


n 


n 


LIBERTY 


GROUP SHELTER, 278 BELFAST AUGUSTA 


FCZ 


$120,000.00 


$0.00 


R 


0 


0 


LIBERTY 


PLAYGROUND, 278 BELFAST AUGUSTA 


JMK 


$55,000.00 


$0.00 


R 


0 


0 


LINCOLNVILLE 


#1 CABIN STYLE A HABITAT, TANGLEWOOD RD 


JMZ 


$20,000.00 


$1 ,000.00 


R 


0 


0 


LINCOLNVILLE 


#1 CABIN STYLE A LEDGES, TANGLEWOOD RD 


JNB 


$20,000.00 


$1,000.00 


R 


0 


0 


1 INP.ni NVII 1 F 

^11 MO^^l—l M V 1 1— I— 1 


#1 CARIN 9TYI F R HARITAT TANGI FWOOD RD 


INF 

Ul Ml 


n nnn on 




R 


0 


0 


LINCOLNVILLE 


#1 CABIN STYLE B BIG PINE, TANGLEWOOD RD 


JND 


$10,000.00 


$400.00 


R 


0 


0 


LINCOLNVILLE 


#1 CABIN STYLE B LEDGES, TANGLEWOOD RD 


JNH 


$10,000.00 


$400.00 


R 


0 


0 


LINCOLNVILLE 


#1 CABIN STYLE D BIG PINE, TANGLEWOOD RD 


JNG 


$36,500.00 


$1,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 059 


CON, PARKS 








ABC 


LINCOLNVILLE 


#2 CABIN STYLE A HABITAT, TANGLEWOOD RD 


DON 


$20,000.00 


$1 ,000.00 


R 

n 


n 


n 


LINCOLNVILLE 


#2 CABIN STYLE A LEDGES, TANGLEWOOD RD 


JNK 


$20,000.00 


$1 ,000.00 


n 


n 


n 


LINCOLNVILLE 


#2 CABIN STYLE A BIG PINE, TANGLEWOOD RD 


DOG 


$20,000.00 


$1 ,000.00 


D 

n 


n 


n 


LINCOLNVILLE 


#2 CABIN STYLE B HABITAT, TANGLEWOOD RD 


FCM 


$10,000.00 


$400.00 


D 

n 


n 


n 


LINCOLNVILLE 


#2 CABIN STYLE B BIG PINE, TANGLEWOOD RD 


DQH 


$10,000.00 


$400.00 


n 






LINCOLNVILLE 


#2 CABIN STYLE B LEDGES, TANGLEWOOD RD 


JNY 


$10,000.00 


$400.00 


p 




n 


LINCOLNVILLE 


#2 CABIN STYLE D BIG PINE, TANGLEWOOD RD 


DOJ 


$36,500.00 


$1,000.00 


p 


u 


0 
u 


LINCOLNVILLE 


#3 CABIN STYLE A HABITAT, TANGLEWOOD RD 


DOW 


$20,000.00 


$1,000.00 


P 


n 

u 


n 

u 


LINCOLNVILLE 


#3 CABIN STYLE A LEDGES, TANGLEWOOD RD 


JNM 


$20,000.00 


$1,000.00 


R 


n 


n 
u 


LINCOLNVILLE 


#3 CABIN STYLE D BIG PINE, TANGLEWOOD RD 


DOK 


$36,500.00 


$1,000.00 


R 


n 


n 
u 


LINCOLNVILLE 


#4 CABIN STYLE A HABITAT, TANGLEWOOD RD 


DOY 


$20,000.00 


$1 ,000.00 


R 


n 


n 


LINCOLNVILLE 


#4 CABIN STYLE A LEDGES, TANGLEWOOD RD 


JNQ 


$20,000.00 


$1,000.00 


R 


n 


n 


LINCOLNVILLE 


#5 CABIN STYLE A HABITAT, TANGLEWOOD RD 


FCG 


$20,000.00 


$1 ,000.00 


p 


n 


n 


LINCOLNVILLE 


#5 CABIN STYLE A LEDGES, TANGLEWOOD RD 


JNS 


$20,000.00 


$1 ,000.00 


p 


n 


n 


LINCOLNVILLE 


#6 CABIN STYLE A HABITAT, TANGLEWOOD RD 


FCJ 


$20,000.00 


$1 ,000.00 


p 


n 


n 


LINCOLNVILLE 


#6 CABIN STYLE A LEDGES, TANGLEWOOD RD 


JNW 


$20,000.00 


$1 ,000.00 


R 


0 


0 


LINCOLNVILLE 


BARN, VILLAGE, TANGLEWOOD RD 


JNX 


$20,000.00 


$1 ,000.00 


R 


0 


0 


LINCOLNVILLE 


CABIN STYLE A BIG PINE, TANGLEWOOD RD 


JMX 


$20,000.00 


$1 ,000.00 


R 


0 


0 


LINCOLNVILLE 


CABIN STYLE C BIG PINE, TANGLEWOOD RD 


JNJ 


$15,000.00 


$5,000.00 


R 


0 


0 


1 INCni NVII 1 F 

^11 MO^^l—l M V 1 1— I— 1 


CARIN 9TYI F C. HARITAT TANG! FWOOD RD 


INI 

Ul Ml— 


•Ri 5 nnn on 


<R1 nnn nn 

v4> 1 jyj\j\j .yjyj 


R 


0 


0 


LINCOLNVILLE 


CABIN STYLE C LEDGES, TANGLEWOOD RD 


JNN 


$15,000.00 


$1,000.00 


R 


0 


0 


LINCOLNVILLE 


CENTRAL BATHHOUSE, TANGLEWOOD RD 


JNC 


$224,000.00 


$0.00 


R 


0 


0 


LINCOLNVILLE 


CRAFT SHOP OR ART CTR VILLAGE, TANGLEWOOD RD 


JNP 


$82,800.00 


$2,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 059 


CON, PARKS 








ABC 


LINCOLNVILLE 


DEPOT STORAGE BARN, TANGLEWOOD RD 


NHG 


$54,000.00 


$0.00 


R 

n 


n 


n 

\J 


LINCOLNVILLE 


DINING HALL & KITCHEN VILLAGE, TANGLEWOOD RD 


JNR 


$435,000.00 


$75,000.00 


n 


n 


n 


LINCOLNVILLE 


DOGTROT, VILLAGE, TANGLEWOOD RD 


JNT 


$37,800.00 


$1 ,000.00 


D 

n 


n 


n 


LINCOLNVILLE 


HILLTOP, VILLAGE, TANGLEWOOD RD 


JNV 


$85,500.00 


$5,000.00 


D 

n 


n 


n 


LINCOLNVILLE 


LATRINE, BIG PINE, TANGLEWOOD RD 


JNZ 


$16,000.00 


$1 ,000.00 


n 






LINCOLNVILLE 


LATRINE, HABITAT, TANGLEWOOD RD 


JPB 


$16,000.00 


$1 ,000.00 


p 

1 1 


n 


n 


LINCOLNVILLE 


LATRINE, LEDGES, TANGLEWOOD RD 


JPD 


$16,000.00 


$0.00 


p 


n 
u 


n 


LINCOLNVILLE 


LODGE, BIG PINE, TANGLEWOOD RD 


JPF 


$92,700.00 


$5,000.00 


P 


n 
u 


n 
u 


LINCOLNVILLE 


LODGE, HABITAT, TANGLEWOOD RD 


JPH 


$92,700.00 


$1,000.00 


R 


n 

u 


n 
u 


LINCOLNVILLE 


LODGE, LEDGES, TANGLEWOOD RD 


JPJ 


$89,280.00 


$1,000.00 


R 


n 

u 


n 
u 


LINCOLNVILLE 


MUSEUM, VILLAGE, TANGLEWOOD RD 


J PL 


$32,550.00 


$2,000.00 


R 


n 


n 


LINCOLNVILLE 


NATURE CTR, TANGLEWOOD RD 


JPN 


$101,700.00 


$2,500.00 


R 


n 


n 


LINCOLNVILLE 


NEST (HEALTH CENTER), TANGLEWOOD RD 


JPX 


$72,000.00 


$2,500.00 


p 


0 


0 


LINCOLNVILLE 


PUMP HOUSE, BIG PINE, TANGLEWOOD RD 


JPR 


$4,350.00 


$2,000.00 


p 


0 

\J 


\J 


LINCOLNVILLE 


RECYCLING SHED VILLAGE, TANGLEWOOD RD 


JPV 


$3,000.00 


$0.00 


p 


0 


0 

\J 


LINCOLNVILLE 


STORAGE SHED, BIG PINE, TANGLEWOOD RD 


JPT 


$24,000.00 


$2,000.00 


R 


0 


0 


LINCOLNVILLE 


VAULT PRIVY, TANGLEWOOD RD 


NHH 


$3,240.00 


$0.00 


R 


0 


0 


LINCOLNVILLE 


WASH HSE, MALE/VILLAGE, TANGLEWOOD RD 


JOB 


$31,500.00 


$500.00 


R 


0 


0 


LINCOLNVILLE 


WATERSHACK VILLAGE, TANGLEWOOD RD 


JOC 


$2,400.00 


$500.00 


R 


0 


0 


1 INCni NVII 1 F 


wnnn^Hnp garagf vii i agf tangi Fwnnn rd 


lOF 


%79 ROD on 

vp/ £. j\J\J\J .\J\J 


<Rin nnn on 

vp 1 \J ■i\J\J\J .\J\J 


R 


0 


0 


LINNEUS 


DWELLING R, NICKERSON LAKE RD 


JOH 


$57,600.00 


$2,500.00 


R 


0 


0 


LINNEUS 


STORAGE BLDG, NICKERSON LAKE RD 


JOP 


$3,000.00 


$1 ,575.00 


R 


0 


0 


LUBEC 


LIGHTHOUSE, 973 S LUBEC RD 


JRC 


$37,500.00 


$1,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNR" 059 CON, PARKS 



LUBEC 


SHOP, 973 S LUBEC RD 


JRS 


$51,840.00 


$8,000.00 


R 


0 


0 


LUBEC 


STORAGE BLDG, 973 S LUBEC RD 


JRT 


$4,800.00 


$1,500.00 


R 


0 


0 


LUBEC 


VIS CTR RESIDENCE / OFFICE, 973 S LUBEC RD 


JRR 


$507,600.00 


$10,500.00 


R 


0 


0 


MONMOUTH 


COTTAGE, 21 KIMBALL LN 


KJB 


$80,000.00 


$2,100.00 


R 


0 


0 


MONMOUTH 


GARAGE, 21 KIMBALL LN 


KJD 


$25,000.00 


$0.00 


R 


0 


0 


N EDGECOMB 


C21 BLOCKHOUSE, 66 FORT RD 


KMP 


$180,000.00 


$0.00 


R 


0 


0 


N EDGECOMB 


C23 CHECKING STA & STOR BLDG, 66 FORT RD 


KMR 


$23,040.00 


$15,000.00 


R 


0 


0 


N EDGECOMB 


LATRINE #1,66 FORT RD 


KMC 


$4,320.00 


$0.00 


R 


0 


0 


N EDGECOMB 


LATRINE #2, 66 FORT RD 


KMG 


$4,320.00 


$0.00 


R 


0 


0 


NAPLES 


A1 0 LATRINE, LOG #2, 1 1 PARK ACCESS RD 


KMT 


$144,000.00 


$0.00 


R 


0 


0 


NAPLES 


A1 2 WATER PUMPHSE, 1 1 PARK ACCESS RD 


KNH 


$144,000.00 


$10,000.00 


R 


0 


0 


NAPLES 


A13 SEWAGE PUMP #2, 1 1 PARK ACCESS RD 


KNJ 


$4,320.00 


$5,000.00 


R 


0 


0 


NAPLES 


A1 4 CHECKING STATION, 11 PARK ACCESS RD 


KMV 


$37,200.00 


$7,560.00 


R 


0 


0 


NAPLES 


A1 5 AMPHITHEATRE, 11 PARK ACCESS RD 


KMX 


$2,640.00 


$840.00 


R 


0 


0 


NAPLES 


A1 6 CONTROL STA SONGO LOCK, 1 1 PARK ACCESS RD 


KNL 


$2,640.00 


$105.00 


R 


0 


0 


NAPLES 


A1 7 SEWAGE SUMP #1 , 1 1 PARK ACCESS RD 


KMZ 


$4,320.00 


$5,000.00 


R 


0 


0 


NAPLES 


A18 SEWAGE SUMP/WITCH COVE, 1 1 PARK ACCESS RD 


KNB 


$4,320.00 


$5,000.00 


R 


0 


0 


NAPLES 


A19 U^TRINE (CONTROL STA), 1 1 PARK ACCESS RD 


KNN 


$48,720.00 


$0.00 


R 


0 


0 


NAPLES 


A7 HQ & DWELLING, 1 1 PARK ACCESS RD 


KNP 


$249,600.00 


$9,660.00 


R 


0 


0 


NAPLES 


A8 RANGER ST DWELLING, 1 1 PARK ACCESS RD 


KNR 


$136,200.00 


$4,095.00 


R 


0 


0 


NAPLES 


A9 ICE & WOOD BLDG & GARAGE, 1 1 PARK ACCESS RD 


KNT 


$45,360.00 


$75,000.00 


R 


0 


0 


NAPLES 


ABOVE GRD WATER TANK1 1 0OOOGAL, 1 1 PARK ACCESS RD 


BJB 


$10,000.00 


$0.00 


R 


0 


0 


NAPLES 


ABOVE GRD WATER TANK2 1 0OOOGAL, 1 1 PARK ACCESS RD 


BJC 


$10,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 059 CON, PARKS 



NAPLES 


ABOVE GRD WATER TANKS 1 0OOOGAL, 1 1 PARK ACCESS RD 


BJD 


$10,000.00 


$0.00 


R 


0 


0 


NAPLES 


ABOVE GRD WATER TANK4 1 0OOOGAL, 1 1 PARK ACCESS RD 


BJF 


$10,000.00 


$0.00 


R 


0 


0 


NAPLES 


LATRINE #1,11 PARK ACCESS RD 


KNF 


$250,000.00 


$0.00 


R 


0 


0 


NAPLES 


LATRINE #2, 11 PARK ACCESS RD 


KNM 


$250,000.00 


$0.00 


R 


0 


0 


NAPLES 


LATRINE #3, 11 PARK ACCESS RD 


KNO 


$250,000.00 


$0.00 


R 


0 


0 


NAPLES 


LATRINE #4, 11 PARK ACCESS RD 


KNS 


$250,000.00 


$0.00 


R 


0 


0 


NAPLES 


PLAYGROUND 1,11 PARK ACCESS RD 


HMW 


$35,000.00 


$0.00 


R 


0 


0 


NAPLES 


PLAYGROUND 2, 1 1 PARK ACCESS RD 


HMV 


$35,000.00 


$0.00 


R 


0 


0 


PEMAOUID 


1 720 WADDLE AND DAUB HOUSE, COLONIAL DR 


BHT 


$25,000.00 


$5,000.00 


R 


0 


0 


PEMAOUID 


ENTRANCE BOOTH, COLONIAL DR 


BHV 


$20,000.00 


$10,000.00 


R 


0 


0 


PEMAOUID 


FORT, COLONIAL DR 


MDR 


$405,000.00 


$33,390.00 


R 


0 


0 


PEMAOUID 


FORT HOUSE, COLONIAL DR 


MDT 


$480,000.00 


$200,000.00 


R 


0 


0 


PEMAOUID 


MUSEUM, COLONIAL DR 


MDV 


$317,520.00 


$134,190.00 


R 


0 


0 


PEMAOUID 


PIER, COLONIAL DR 


MDX 


$200,000.00 


$0.00 


R 


0 


0 


PEMAOUID 


RESTAURANT, COLONIAL DR 


MDZ 


$480,000.00 


$30,000.00 


R 


0 


0 


PEMAOUID 


SERVICE BUILDING, COLONIAL DR 


MFB 


$72,000.00 


$25,000.00 


R 


0 


0 


PHIPPSBURG 


BATHHOUSE #1,10 PERKINS FARM LN 


MJG 


$450,000.00 


$0.00 


R 


0 


0 


PHIPPSBURG 


BATHHOUSE #2, 10 PERKINS FARM LN 


MJL 


$450,000.00 


$0.00 


R 


0 


0 


PHIPPSBURG 


C25 STORAGE BLDG, 10 PERKINS FARM LN 


MHZ 


$10,800.00 


$15,000.00 


R 


0 


0 


PHIPPSBURG 


C27 SHOP, 10 PERKINS FARM LN 


MJB 


$105,600.00 


$50,000.00 


R 


0 


0 


PHIPPSBURG 


C28 FORT, 10 PERKINS FARM LN 


MJD 


$720,000.00 


$9,240.00 


R 


0 


0 


PHIPPSBURG 


C29 BEACH CONTROL STATION, 10 PERKINS FARM LN 


MJF 


$3,600.00 


$0.00 


R 


0 


0 


PHIPPSBURG 


C33 PUMPHOUSE, 10 PERKINS FARM LN 


MJH 


$7,680.00 


$5,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 059 


CON, PARKS 










PHIPPSBURG 


S24 MATHERSON BLDG / HDQ, 10 PERKINS FARM LN 


MJJ 


$53,600.00 


$15,000.00 


R 0 0 


PITTSTON 


C45 COLBURN HOUSE, 33 ARNOLD RD 


MJZ 


$240,000.00 


$0.00 


R 0 0 


PITTSTON 


C46 BARN D, 33 ARNOLD RD 


MKB 


$195,000.00 


$0.00 


R 0 0 


PITTSTON 


C47 CARRAIGE SHED D, 33 ARNOLD RD 


MKD 


$72,000.00 


$0.00 


R 0 0 


PITTSTON 


C50 WOOD FRAME D, 33 ARNOLD RD 


MKF 


$4,320.00 


$0.00 


R 0 0 


POLAND 


A 43 FIRST AID BLDG, 26 STATE PARK RD 


MLJ 


$15,120.00 


$10,000.00 


R 0 0 


POLAND 


A37 MGRS RESIDENCE, 26 STATE PARK RD 


MLL 


$SS,640.00 


$7,560.00 


R 0 0 


POLAND 


ASS MENS BATHHOUSE/TOILET, 26 STATE PARK RD 


MLN 


$120,960.00 


$420.00 


R 0 0 


POLAND 


AS9 WOMENS BATHOUSE/TOILET, 26 STATE PARK RD 


MLP 


$120,960.00 


$420.00 


R 0 0 


POLAND 


A40 MAINTENANCE BLDG, 26 STATE PARK RD 


MLR 


$99,360.00 


$40,000.00 


R 0 0 


POLAND 


A41 CONTROL STATION, 26 STATE PARK RD 


MLT 


$7,920.00 


$105.00 


R 0 0 


POLAND 


A42 WOODEN WALKWAY, 26 STATE PARK RD 


MLV 


$40,000.00 


$0.00 


R 0 0 


POLAND 


A44 WATER PUMP HSE, 26 STATE PARK RD 


MLX 


$8,520.00 


$10,000.00 


R 0 0 


POLAND 


ADA DOCK, 26 STATE PARK RD 


MLM 


$25,000.00 


$0.00 


R 0 0 


POLAND 


LATRINE #1 , 26 STATE PARK RD 


MLK 


$4,320.00 


$0.00 


R 0 0 


POLAND 


LATRINE #2, 26 STATE PARK RD 


MLD 


$4,320.00 


$0.00 


R 0 0 


POLAND 


LATRINE #3, 26 STATE PARK RD 


MLQ 


$4,320.00 


$0.00 


R 0 0 


POLAND 


LATRINE #4, 26 STATE PARK RD 


MLS 


$4,320.00 


$0.00 


R 0 0 


POLAND 


LATRINE #5, 26 STATE PARK RD 


MLW 


$4,320.00 


$0.00 


R 0 0 


POLAND 


LATRINE #6, 26 STATE PARK RD 


RLH 


$4,320.00 


$0.00 


R 0 0 


POLAND 


LATRINE #7, 26 STATE PARK RD 


RLK 


$4,320.00 


$0.00 


R 0 0 


POLAND 


LATRINE #S, 26 STATE PARK RD 


RLL 


$4,320.00 


$0.00 


R 0 0 


POLAND 


SHELTER/MTG ROOM, 26 STATE PARK RD 


MLC 


$288,000.00 


$25,000.00 


R 0 0 


(A) 


R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












A E C 


UNrr 059 


CON, PARKS 










POWNAL 


5 BAY STORAGE, 528 HALLOWELL RD 


MVW 


$35,000.00 


$20,000.00 


R 0 0 


POWNAL 


A1 HQ,DWELL,SHOP & GARAGE, 528 HALLOWELL RD 


MVP 


$712,200.00 


$90,000.00 


R 0 0 


POWNAL 


A5 SHELTER, 528 HALLOWELL RD 


MVR 


$23,040.00 


$0.00 


R 0 0 


POWNAL 


A6 WOOD SHED, 528 HALLOWELL RD 


MVT 


$17,520.00 


$0.00 


R 0 0 


POWNAL 


CHECKING STATION, 528 HALLOWELL RD 


MVV 


$29,340.00 


$4,000.00 


R 0 0 


POWNAL 


CHECKING STATION #2, 528 HALLOWELL RD 


MVS 


$11,610.00 


$0.00 


R 0 0 


POWNAL 


LATRINE #1 , 528 HALLOWELL RD 


MVB 


$4,320.00 


$0.00 


R 0 0 


POWNAL 


LATRINE #2, 528 HALLOWELL RD 


MVC 


$4,320.00 


$0.00 


R 0 0 


POWNAL 


LATRINE #3, 528 HALLOWELL RD 


MVD 


$4,320.00 


$0.00 


R 0 0 


POWNAL 


LATRINE #4, 528 HALLOWELL RD 


MVF 


$4,320.00 


$0.00 


R 0 0 


POWNAL 


LATRINE #5, 528 HALLOWELL RD 


MVG 


$4,320.00 


$0.00 


R 0 0 


POWNAL 


LATRINE #6, 528 HALLOWELL RD 


MVH 


$4,320.00 


$0.00 


R 0 0 


POWNAL 


LATRINE #7, 528 HALLOWELL RD 


MVJ 


$4,320.00 


$0.00 


R 0 0 


POWNAL 


LATRINE #8, 528 HALLOWELL RD 


MVK 


$4,320.00 


$0.00 


R 0 0 


POWNAL 


LATRINE #9, 528 HALLOWELL RD 


MVL 


$4,320.00 


$0.00 


R 0 0 


POWNAL 


PLAYGROUND, 528 HALLOWELL RD 


MVM 


$55,000.00 


$0.00 


R 0 0 


POWNAL 


SHOWER BLDG, 528 HALLOWELL RD 


MVN 


$35,000.00 


$0.00 


R 0 0 


PRESQUE ISLE 


CHECKING STATION, 87 STATE PARK RD 


NED 


$3,000.00 


$1 ,260.00 


R 0 0 


PRESOUE ISLE 


HQ & DWELLING, 87 STATE PARK RD 


NET 


$165,000.00 


$5,880.00 


R 0 0 


PRESOUE ISLE 


KITCHEN SHELTER, 87 STATE PARK RD 


PBV 


$57,600.00 


$3,000.00 


R 0 0 


PRESQUE ISLE 


OFFICE/STORAGE, 87 STATE PARK RD 


NDM 


$30,000.00 


$5,000.00 


R 0 0 


PRESQUE ISLE 


SHOP, 87 STATE PARK RD 


NEC 


$200,000.00 


$60,000.00 


R 0 0 


PRESQUE ISLE 


STORAGE BUILDING / RANGERS, 87 STATE PARK RD 


NDK 


$22,680.00 


$3,000.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(E) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNR" 059 


CON, PARKS 










PRESQUE ISLE 


STORAGE SHED, 87 STATE PARK RD 


NDL 


$3,840.00 


$2,000.00 


R 0 0 


PRESQUE ISLE 


TOILET BLDG, 87 STATE PARK RD 


PBT 


$42,560.00 


$3,000.00 


R 0 0 


PROSPECT 


BARN, 71 1 FORT KNOX RD 


NDV 


$98,100.00 


$10,000.00 


R 0 0 


PROSPECT 


CHECKING STATION, 740 FORT KNOX RD 


NDX 


$9,300.00 


$2,000.00 


R 0 0 


PROSPECT 


DWELLING, 71 1 FORT KNOX RD 


NDZ 


$225,000.00 


$4,000.00 


R 0 0 


PROSPECT 


FORT, WOOD STRUCTURE, 35 TORPEDO SHED RD 


NFB 


$113,400.00 


$1 ,260.00 


R 0 0 


PROSPECT 


INTERPRETATIVE SHELTER, 740 FORT KNOX RD 


NFD 


$45,000.00 


$5,880.00 


R 0 0 


PROSPECT 


LATRINE #1 , 740 FORT KNOX RD 


PCT 


$1 ,980.00 


$0.00 


R 0 0 


PROSPECT 


LATRINE #2, 740 FORT KNOX RD 


PCW 


$1 ,980.00 


$0.00 


R 0 0 


PROSPECT 


SHOP / OFFICE, 71 9 FORT KNOX RD 


PCJ 


$151,200.00 


$20,000.00 


R 0 0 


PROSPECT 


STORAGE SHED, 719 FORT KNOX RD 


NFJ 


$1 ,680.00 


$1,575.00 


R 0 0 


PROSPECT 


TOILET BLDG #1 , 740 FORT KNOX RD 


NFL 


$31,730.00 


$0.00 


R 0 0 


PROSPECT 


TOILET BLDG #2, 16 TORPEDO SHED RD 


NFK 


$53,280.00 


$1 ,000.00 


R 0 0 


PROSPECT 


TORPEDO SHED / VISITORS CTR, 16 TORPEDO SHED RD 


NFH 


$220,500.00 


$5,565.00 


R 0 0 


RANGELEY 


CONTROL STATION, SO SHORE DR 


NFV 


$17,760.00 


$10,000.00 


R 0 0 


RANGELEY 


LATRINE #1 , SO SHORE DR 


NFX 


$92,160.00 


$1 ,700.00 


R 0 0 


RANGELEY 


LATRINE #10, SO SHORE DR 


NFY 


$4,320.00 


$0.00 


R 0 0 


RANGELEY 


LATRINE #2, SO SHORE DR 


NFC 


$4,320.00 


$0.00 


R 0 0 


RANGELEY 


LATRINE #3, SO SHORE DR 


NFF 


$92,160.00 


$1,700.00 


R 0 0 


RANGELEY 


LATRINE #4, SO SHORE DR 


NFG 


$92,160.00 


$1,700.00 


R 0 0 


RANGELEY 


LATRINE #5, SO SHORE DR 


NFM 


$4,320.00 


$0.00 


R 0 0 


RANGELEY 


LATRINE #6, SO SHORE DR 


NFN 


$4,320.00 


$0.00 


R 0 0 


RANGELEY 


LATRINE #7, SO SHORE DR 


NFO 


$4,320.00 


$0.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 059 


CON, PARKS 










RANGELEY 


LATRINE #8, SO SHORE DR 


NFS 


$4,320.00 


$0.00 


R 0 0 


RANGELEY 


LATRINE #9, SO SHORE DR 


NFW 


$4,320.00 


$0.00 


R 0 0 


RANGELEY 


PUMP HOUSE, SO SHORE DR 


NFZ 


$4,320.00 


$10,000.00 


R 0 0 


RANGELEY 


RANGER STATION, SO SHORE DR 


NGB 


$94,440.00 


$15,000.00 


R 0 0 


RANGELEY 


SHELTER GROUP, SO SHORE DR 


NGD 


$28,800.00 


$0.00 


R 0 0 


RANGELEY 


SHOWER BLDG, SO SHORE DR 


JCK 


$320,000.00 


$0.00 


R 0 0 


RANGELEY 


STORAGE SHED, SO SHORE DR 


NGF 


$36,000.00 


$20,000.00 


R 0 0 


RANGELEY 


SVC BUILDING, SO SHORE DR 


NGH 


$103,680.00 


$30,000.00 


R 0 0 


RANGELEY 


WOOD SHED, SO SHORE DR 


NGJ 


$28,800.00 


$25,000.00 


R 0 0 


RICHMOND 


C35 MAINTENANCE BUILDING, 1010 BRUNSWICK RD 


NOP 


$69,120.00 


$40,000.00 


R 0 0 


RICHMOND 


CHECKING STATION, 1010 BRUNSWICK RD 


NGQ 


$1 1 ,520.00 


$630.00 


R 0 0 


RICHMOND 


LATRINE 1, 1010 BRUNSWICK RD 


NGS 


$3,240.00 


$0.00 


R 0 0 


RICHMOND 


LATRINE 2, 1010 BRUNSWICK RD 


NGW 


$3,240.00 


$0.00 


R 0 0 


RICHMOND 


SHELTER, 1010 BRUNSWICK RD 


NGG 


$2,880.00 


$0.00 


R 0 0 


ROQUE BLUFFS 


BARN, 145 SCHOPPEE PT RD 


NLL 


$30,000.00 


$10,000.00 


R 0 0 


ROQUE BLUFFS 


HOUSE/OFFICE, 145 SCHOPPEE PT RD 


NLN 


$200,000.00 


$5,250.00 


R 0 0 


ROQUE BLUFFS 


HQ SHED, 145 SCHOPPEE PT RD 


NLB 


$5,760.00 


$2,500.00 


R 0 0 


ROQUE BLUFFS 


SHOP BLDG, 145 SCHOPPEE PT RD 


NLG 


$15,000.00 


$5,000.00 


R 0 0 


ROQUE BLUFFS 


TOOUGAS SHED, 145 SCHOPPEE PT RD 


NLJ 


$5,760.00 


$3,000.00 


R 0 0 


ROQUE BLUFFS 


VAULT TOILETS (4), 145 SCHOPPEE PT RD 


NLP 


$12,960.00 


$0.00 


R 0 0 


S BERWICK 


LATRINE #1 , 28 OLDSFIELD RD 


NMC 


$4,320.00 


$0.00 


R 0 0 


S BERWICK 


LATRINE #2, 28 OLDSFIELD RD 


NMD 


$4,320.00 


$0.00 


R 0 0 


S BERWICK 


PLAYGROUND, 28 OLDSFIELD RD 


BPZ 


$5,500.00 


$0.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 




LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 














ABC 


UNFT 059 


CON, PARKS 












S BERWICK 


SHELTER, 28 OLDSFIELD RD 




BQF 


$5,000.00 


$0.00 


R 0 0 


S BERWICK 


SHOP/OFFICE, 28 OLDSFIELD RD 




NMR 


$82,890.00 


$40,000.00 


R 0 0 


SACO 


B32 TOLL BOOTH, 95 BAYVIEW RD 




NIX 


$4,320.00 


$1 ,365.00 


R 0 0 


SACO 


B33 SHOP, 95 BAYVIEW RD 




NTZ 


$60,000.00 


$20,000.00 


R 0 0 


SACO 


B34 LATRINE, 95 BAYVIEW RD 




NVB 


$35,640.00 


$0.00 


R 0 0 


SACO 


LATRINE, 95 BAYVIEW RD 




NTJ 


$35,640.00 


$0.00 


R 0 0 


SACO 


NATURE CENTER, 95 BAYVIEW RD 




NVD 


$260,000.00 


$2,000.00 


R 0 0 


SCARBOROUGH 


B23 CHECKING STATION, 416 BLACK POINT RD 




NWP 


$48,000.00 


$6,000.00 


R 0 0 


SCARBOROUGH 


B24 LATRINE, 41 6 BLACK POINT RD 




NWR 


$4,320.00 


$0.00 


R 0 0 


SCARBOROUGH 


B25 BEACH HOUSE / CHANGE AREA, 416 BLACK POINT RD 


NWT 


$48,000.00 


$630.00 


R 0 0 


SCARBOROUGH 


LATRINE #1 , 41 6 BLACK POINT RD 




NWK 


$4,320.00 


$0.00 


R 0 0 


SCARBOROUGH 


LATRINE #2, 416 BLACK POINT RD 




NWN 


$4,320.00 


$0.00 


R 0 0 


SCARBOROUGH 


LATRINE #3, 416 BU\CK POINT RD 




NWQ 


$4,320.00 


$0.00 


R 0 0 


SEARSPORT 


CHECKING STATION, 310 W MAIN ST 




NXZ 


$4,320.00 


$0.00 


R 0 0 


SEARSPORT 


COLD STORAGE BLDG, 310 W MAIN ST 




PBB 


$37,440.00 


$50,000.00 


R 0 0 


SEARSPORT 


GAZEBO, 310 W MAIN ST 




PBK 


$4,320.00 


$0.00 


R 0 0 


SEARSPORT 


PARK SRVC BLDG, 310 W MAIN ST 




PBN 


$14,400.00 


$10,000.00 


R 0 0 


SEARSPORT 


PLAYGROUND, 310 W MAIN ST 




DQM 


$45,000.00 


$0.00 


R 0 0 


SEARSPORT 


REG SRVC BLDG, 310 W MAIN ST 




NYH 


$181,440.00 


$75,000.00 


R 0 0 


SEARSPORT 


SHED, 310 W MAIN ST 




NYJ 


$2,970.00 


$7,500.00 


R 0 0 


SEARSPORT 


SHELTER, 310 W MAIN ST 




PBG 


$120,000.00 


$0.00 


R 0 0 


SEARSPORT 


TOILET #1,310WMAINST 




PBM 


$100,000.00 


$0.00 


R 0 0 


SEARSPORT 


TOILET #2, 31 OW MAIN ST 




PBO 


$120,000.00 


$0.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr 059 


CON, PARKS 








ABC 


SEBOOMOOK 


BURBANK CAMP, BURBANK RD 


QKL 


$49,725.00 


$8,000.00 


R 

n 


n 


n 

\J 


SKOWHEGAN 


BUNK 1 , 53 W LK GEORGE PK LN 


PBD 


$15,385.00 


$0.00 


n 


n 


n 


SKOWHEGAN 


BUNK 2, 53 W LK GEORGE PK LN 


PBF 


$15,385.00 


$0.00 


D 

n 


n 


n 


SKOWHEGAN 


BUNK 3, 53 W LK GEORGE PK LN 


PBH 


$12,058.00 


$0.00 


D 

n 


n 


n 


SKOWHEGAN 


BUNK 4, 53 W LK GEORGE PK LN 


PBJ 


$12,058.00 


$0.00 


n 


n 




SKOWHEGAN 


DANCE STUDIO, 53 W LK GEORGE PK LN 


PCR 


$15,564.00 


$0.00 


p 


n 


n 


SKOWHEGAN 


GIRLS OFFICE, 53 W LK GEORGE PK LN 


PCV 


$10,478.00 


$0.00 


p 


n 
u 


n 
u 


SKOWHEGAN 


MAINTENANCE BLDNG, 53 W LK GEORGE PK LN 


PDH 


$20,700.00 


$0.00 


P 


n 
u 


n 
u 


SKOWHEGAN 


PHOTO SHOP, 53 W LK GEORGE PK LN 


PDD 


$1 ,952.00 


$0.00 


n 


n 
u 


n 


SKOWHEGAN 


THEATER/THEATER PORCH, 53 W LK GEORGE PK LN 


PFB 


$120,000.00 


$0.00 


p 

ii 


n 
u 


n 
u 


SKOWHEGAN 


TOILET BLDG WEST, 53 W LK GEORGE PK LN 


PFD 


$46,080.00 


$0.00 


R 
ii 


n 


n 


STOCKTON SPRINGS 


BELL TOWER HSE, 207 LIGHTHOUSE RD 


PNN 


$21,600.00 


$5,000.00 


R 


n 


n 


STOCKTON SPRINGS 


GARAGE, ONE CAR/ATTIC, 207 LIGHTHOUSE RD 


PNP 


$45,000.00 


$4,000.00 


p 


n 


n 


STOCKTON SPRINGS 


LIGHTKEEPERS RESIDENCE, 207 LIGHTHOUSE RD 


PNR 


$180,000.00 


$3,000.00 


p 


n 


n 


STOCKTON SPRINGS 


OIL HOUSE, 207 LIGHTHOUSE RD 


PNT 


$1 ,500.00 


$1 ,500.00 


p 




n 


STOCKTON SPRINGS 


PIER, 2 FLOATS, 207 LIGHTHOUSE RD 


PNV 


$200,000.00 


$0.00 


R 


0 


0 


STOCKTON SPRINGS 


VAULT PRIVY #1, 207 LIGHTHOUSE RD 


PND 


$3,240.00 


$0.00 


R 


0 


0 


STOCKTON SPRINGS 


VAULT PRIVY #2, 207 LIGHTHOUSE RD 


PNG 


$3,240.00 


$0.00 


R 


0 


0 


STOCKTON SPRINGS 


VAULT PRIVY #3, 207 LIGHTHOUSE RD 


PNJ 


$3,240.00 


$0.00 


R 


0 


0 


STOCKTON <^PRING^ 


VAI II T PRIVY #4 ?n7 1 IGHTHOI I9F RD 


PNK 

n 1 M 1 \ 


<RT ?4n no 


<Rn on 


R 


0 


0 


SWANVILLE 


CHECKING STATION, 1 00 W PARK LN 


PPZ 


$4,320.00 


$2,000.00 


R 


0 


0 


SWANVILLE 


FOOT BRIDGE #1 , 1 00 W PARK LN 


PPX 


$24,000.00 


$0.00 


R 


0 


0 


SWANVILLE 


FOOT BRIDGE #2, 1 00 W PARK LN 


PNC 


$24,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT 059 CON, PARKS 



SWANVILLE 


PLAYGROUND, 100 W PARK LN 


PNQ 


$45,000.00 


$0.00 


R 


0 


0 


SWANVILLE 


SERVICE BLDG, 100 W PARK LN 


PQB 


$31,680.00 


$6,000.00 


R 


0 


0 


SWANVILLE 


SHELTER, 100 W PARK LN 


POD 


$30,750.00 


$0.00 


R 


0 


0 


SWANVILLE 


TOILET BLDG, 100 W PARK LN 


PQF 


$28,980.00 


$0.00 


R 


0 


0 


SWANVILLE 


TOOL SHED, 100 W PARK LN 


PNZ 


$3,840.00 


$2,000.00 


R 


0 


0 


SWANVILLE 


VAULT PRIVY #1 , 1 00 W PARK LN 


PNL 


$3,240.00 


$0.00 


R 


0 


0 


SWANVILLE 


VAULT PRIVY #2, 1 00 W PARK LN 


PNM 


$3,240.00 


$0.00 


R 


0 


0 


T02 R10 WELS 


MANAGERS CAMP, GOLDEN RD 


OHP 


$129,870.00 


$11,000.00 


R 


0 


0 


T02 R10 WELS 


PUMP HSE, GOLDEN RD 


OHG 


$360.00 


$630.00 


R 


0 


0 


T02 R10 WELS 


STAFF RESIDENCE, HURD POND RD 


OHK 


$135,120.00 


$20,000.00 


R 


0 


0 


T02 R10 WELS 


STORAGE SHED, GOLDEN RD 


OHT 


$9,600.00 


$1 ,260.00 


R 


0 


0 


T03 R14WELS 


RANGER CAMP LOBSTER, LOBSTER LAKE 


OHZ 


$60,480.00 


$11,600.00 


R 


0 


0 


T03R14WELS 


RANGER WOODSHED LOBSTER, LOBSTER LAKE 


QHF 


$5,760.00 


$5,000.00 


R 


0 


0 


T06 R1 1 WELS 


ASST RGR GEN SHED, NO ROAD ACCESS 


QLQ 


$5,760.00 


$10,000.00 


R 


0 


0 


T06 R1 1 WELS 


CABIN UMBAZOOKSUS RD, NO ROAD ACCESS 


QKP 


$92,160.00 


$8,190.00 


R 


0 


0 


T06 R1 1 WELS 


GENERATOR SHED,CTB, UMBAZOOKUS RD 


QLM 


$5,760.00 


$10,000.00 


R 


0 


0 


T06 R1 1 WELS 


MAINTENANCE BLDG, NO ROAD ACCESS 


QKX 


$103,680.00 


$30,000.00 


R 


0 


0 


T06 R1 1 WELS 


RANGER STATION - CTB, NO ROAD ACCESS 


QKZ 


$92,160.00 


$9,000.00 


R 


0 


0 


T06 R11 WELS 


ROUND POND CAMP, NO ROAD ACCESS 


OLC 


$57,150.00 


$2,500.00 


R 


0 


0 


T06 R1 1 WELS 


ROUND POND STORAGE BLDG, NO ROAD ACCESS 


OLG 


$4,410.00 


$500.00 


R 


0 


0 


T07R12WELS 


#1 GUEST NUGENTS, NO ROAD ACCESS 


OU 


$83,160.00 


$4,305.00 


R 


0 


0 


T07R12WELS 


#2 GUEST NUGENTS, NO ROAD ACCESS 


OLN 


$45,360.00 


$4,515.00 


R 


0 


0 


T07R12WELS 


#3 GUEST NUGENTS, NO ROAD ACCESS 


OLR 


$41,310.00 


$3,255.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 059 CON, PARKS 



T07 


R12WELS 


#4 GUEST NUGENTS, NO ROAD ACCESS 


QLT 


$41,310.00 


$4,410.00 


R 


0 


0 


T07 


R12WELS 


#5 HOUSEKEEPING NUGENTS, NO ROAD ACCESS 


QLV 


$41,310.00 


$4,305.00 


R 


0 


0 


T07 


R12WELS 


#6 GUEST NUGENTS, NO ROAD ACCESS 


QLX 


$23,040.00 


$5,000.00 


R 


0 


0 


T07 


R12WELS 


#7 GUEST NUGENTS NEW, NO ROAD ACCESS 


QLK 


$72,000.00 


$3,500.00 


R 


0 


0 


T07 


R12WELS 


#8 GUEST NUGENTS, NO ROAD ACCESS 


QMB 


$72,000.00 


$2,520.00 


R 


0 


0 


T07 


R12WELS 


C. FARM NUGENTS, NO ROAD ACCESS 


QMS 


$71,280.00 


$4,305.00 


R 


0 


0 


T07 


R12 WELS 


CAMP PLEASANT SHED, NO ROAD ACCESS 


OMX 


$4,830.00 


$2,000.00 


R 


0 


0 


T07 


R12WELS 


GEN/TOOL NUGENTS, NO ROAD ACCESS 


OMH 


$28,800.00 


$0.00 


R 


0 


0 


T07 


R12WELS 


LEASEES RESIDENCE NUGENTS, NO ROAD ACCESS 


OLH 


$127,200.00 


$5,000.00 


R 


0 


0 


T07 


R12 WELS 


MAIN LODGE NUGENTS, NO ROAD ACCESS 


OMD 


$99,270.00 


$10,000.00 


R 


0 


0 


T07 


R12 WELS 


STORAGE #2 NUGENTS, NO ROAD ACCESS 


OML 


$2,880.00 


$735.00 


R 


0 


0 


T07 


R12 WELS 


STORAGE SHED NUGENTS #1, NO ROAD ACCESS 


OMT 


$4,800.00 


$4,515.00 


R 


0 


0 


T07 


R13 WELS 


LOCK DAM BUNKHOUSE, NO ROAD ACCESS 


BCJ 


$12,960.00 


$2,000.00 


R 


0 


0 


T07 


R13 WELS 


LOCK DAM MAIN CAMP, NO ROAD ACCESS 


BCG 


$46,170.00 


$10,000.00 


R 


0 


0 


T07 


R13 WELS 


LOCK DAM SMALL SHED, NO ROAD ACCESS 


BCM 


$3,700.00 


$1,000.00 


R 


0 


0 


T07 


R14WELS 


RANGER STATION - EL, NO ROAD ACCESS 


PCL 


$90,000.00 


$9,000.00 


R 


0 


0 


T07 


R15WELS 


RANGER STATION -AL, ALLAGASH LAKE 


FPQ 


$72,000.00 


$9,000.00 


R 


0 


0 


T08 


R13 WELS 


CAMP EAGLE 1 , NO ROAD ACCESS 


QNB 


$65,520.00 


$6,000.00 


R 


0 


0 


T08 


R13 WELS 


WOOD/SHOP, NO ROAD ACCESS 


OND 


$8,640.00 


$1,470.00 


R 


0 


0 


T08 


R13 WELS 


WOODSHED, EAGLE LAKE 


ONG 


$1 ,920.00 


$1,000.00 


R 


0 


0 


T09 


R12 WELS 


CAMP PLEASANT, NO ROAD ACCESS 


ONF 


$59,400.00 


$4,305.00 


R 


0 


0 


T10 


R12 WELS 


BOARDING HOUSE, NO ROAD ACCESS 


ODF 


$10,000.00 


$10,000.00 


D 


0 


0 


T10 


R12 WELS 


RANGER CABIN - CD, NO ROAD ACCESS 


ODH 


$92,160.00 


$10,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 059 


CON, PARKS 








ABC 


T10R12WELS 


STOREHOUSE/BARN, NO ROAD ACCESS 


QDJ 


$450,000.00 


$56,280.00 


R 

n 


n 


n 


T10R12WELS 


SUPERVISOR RES / HDQS, NO ROAD ACCESS 


QDL 


$138,240.00 


$12,915.00 


n 


n 


n 


T10R12WELS 


WOOD/STORAGE, NO ROAD ACCESS 


ODN 


$7,410.00 


$2,730.00 


D 

n 


n 


n 


T10R12WELS 


WOOD/STORAGE BLDG, NO ROAD ACCESS 


QDP 


$7,260.00 


$12,000.00 


D 

n 


n 


n 


T10R12WELS 


WORKSHOP / CHURCHILL, NO ROAD ACCESS 


QDX 


$103,680.00 


$50,000.00 


n 






T11 R13 WELS 


CAMP DRAKE, NO ROAD ACCESS 


QDT 


$56,790.00 


$2,500.00 


p 




n 


T11 R13 WELS 


RANGER CAMP - UMSASKIS, NO ROAD ACCESS 


QDV 


$92,160.00 


$8,190.00 


p 


u 


0 
u 


T11 R13WELS 


WOOD/SHED, NO ROAD ACCESS 


QDZ 


$9,360.00 


$2,205.00 


P 


n 

u 


n 

u 


T12 R13 WELS 


WHITTAKER BRK CAMP, NO ROAD ACCESS 


QFN 


$10,000.00 


$1,365.00 


P 


n 

u 


n 
u 


T13 R12 WELS 


BRUNTLAND BRK BUNKHSE & SHED, NO ROAD ACCESS 


QFC 


$33,062.00 


$7,500.00 


p 


0 
u 


n 
u 


T13 R12 WELS 


BRUNTLAND BRK MAIN CAMP, NO ROAD ACCESS 


QFZ 


$102,156.00 


$4,500.00 


R 


n 


n 


T13 R12 WELS 


BRUNTLAND BRK SHED, NO ROAD ACCESS 


QFD 


$11,156.00 


$0.00 


P 


n 


n 


T13 R12 WELS 


JALBERT CAMP #1 , NO ROAD ACCESS 


QFR 


$64,500.00 


$4,950.00 


p 


n 


n 


T13 R12 WELS 


JALBERT CAMP #2, NO ROAD ACCESS 


OFT 


$53,750.00 


$3,250.00 


p 


n 


n 


T13 R12 WELS 


JALBERT CAMP #3, NO ROAD ACCESS 


QFV 


$52,000.00 


$5,400.00 


p 


n 


n 


T13 R12 WELS 


JALBERT HOT TUB WITH DECK, NO ROAD ACCESS 


QFQ 


$5,000.00 


$0.00 


R 


0 


0 


T13 R12 WELS 


JALBERT LODGE & ATTACHED SHED, NO ROAD ACCESS 


QFX 


$76,250.00 


$5,400.00 


R 


0 


0 


T13 R12 WELS 


JALBERT RECONSTRUCTED SHED, NO ROAD ACCESS 


QFS 


$24,750.00 


$1,100.00 


R 


0 


0 


T13 R12 WELS 


JALBERT SAUNA, NO ROAD ACCESS 


QFW 


$11,875.00 


$0.00 


R 


0 


0 


Tn R1? WFI 9 

1 1 O li 1 ^ vv i_ i_o 


|A| RFRT WATFR TOWFR NO ROAD ACCFSS 


OFM 

1 vI 


'f,^ nnn on 


<Rn on 


R 


0 


0 


T13 R12 WELS 


WHITTAKER BRK CAMP, NO ROAD ACCESS 


QFG 


$37,500.00 


$2,900.00 


R 


0 


0 


T13 R12 WELS 


WHITTAKER BRK SHED, NO ROAD ACCESS 


QFK 


$5,000.00 


$0.00 


R 


0 


0 


T14R12WELS 


BURNT LAND BRK CAMP, NO ROAD ACCESS 


QGH 


$20,000.00 


$1,575.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT 059 CON, PARKS 



T14R12WELS 


SMALL SLEEP CAMP, NO ROAD ACCESS 


QGJ 


$10,000.00 


$2,100.00 


R 


0 


0 


T15R11 WELS 


HENRY TAYLOR MAIN, NO ROAD ACCESS 


QGX 


$30,000.00 


$0.00 


R 


0 


0 


T15R11 WELS 


RANGER CAMP - MICHAUD, NO ROAD ACCESS 


QGN 


$92,160.00 


$8,190.00 


R 


0 


0 


T15R11 WELS 


WOOD/STORAGE - MICHAUD, NO ROAD ACCESS 


QGP 


$5,130.00 


$3,465.00 


R 


0 


0 


TURNER 


LATRINE 1, CENTER BRIDGE RD 


BOG 


$4,320.00 


$0.00 


R 


0 


0 


TURNER 


LATRINE 2, CENTER BRIDGE RD 


BOH 


$4,320.00 


$0.00 


R 


0 


0 


WELD 


4-BAY STORAGE, 299 CENTER HILL RD 


RFZ 


$28,800.00 


$25,000.00 


R 


0 


0 


WELD 


AMPHITHEATER, STAGE & SCREEN, 187 WEBB BEACH RD 


RGB 


$15,000.00 


$0.00 


R 


0 


0 


WELD 


BATHHOUSE, WEBB BEACH, 187 WEBB BEACH RD 


ROD 


$180,000.00 


$1 ,995.00 


R 


0 


0 


WELD 


CONTROL STATION WEBB BEACH, 187 WEBB BEACH RD 


RGF 


$46,800.00 


$10,000.00 


R 


0 


0 


WELD 


HQ DWELLING, 299 CENTER HILL RD 


RGJ 


$307,200.00 


$15,000.00 


R 


0 


0 


WELD 


LATRINE / SHOWER COMPLEX, 187 WEBB BEACH RD 


RGM 


$350,000.00 


$25,000.00 


R 


0 


0 


WELD 


LATRINES, CHEM, WEBB BEACH, 187 WEBB BEACH RD 


RGL 


$180,000.00 


$0.00 


R 


0 


0 


WELD 


NATURE CENTER, 187 WEBB BEACH RD 


RHB 


$150,000.00 


$2,520.00 


R 


0 


0 


WELD 


PLAYGROUND, 187 WEBB BEACH RD 


RGG 


$54,000.00 


$0.00 


R 


0 


0 


WELD 


PUMP HOUSE, 187 WEBB BEACH RD 


RGN 


$15,360.00 


$10,000.00 


R 


0 


0 


WELD 


RANGER CAMP MT BLUE D, 187 WEBB BEACH RD 


RGT 


$100,800.00 


$0.00 


R 


0 


0 


WELD 


RANGER STATION CENTER HILL, 567 CENTER HILL RD 


RGX 


$72,000.00 


$5,000.00 


R 


0 


0 


WELD 


SERVICE BUILDING, 299 CENTER HILL RD 


RHD 


$194,400.00 


$70,000.00 


R 


0 


0 


WELD 


SHELTER BEACH, 187 WEBB BEACH RD 


RHJ 


$33,840.00 


$5,000.00 


R 


0 


0 


WELD 


SHELTER BEACH, 187 WEBB BEACH RD 


RGC 


$33,840.00 


$5,000.00 


R 


0 


0 


WELD 


SHELTER CENTER HILL, 567 CENTER HILL RD 


RHF 


$33,840.00 


$0.00 


R 


0 


0 


WELD 


SHELTER, BEACH, 187 WEBB BEACH RD 


RHH 


$80,640.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 059 


CON, PARKS 












WELD 


SNOWMOBILE SHELTER, MT BLUE RD 


RHL 


$38,880.00 


$0.00 


R 


0 0 


WELD 


STORAGE BLDG WEBB BCH, 299 CENTER HILL RD 


RHN 


$31,680.00 


$3,045.00 


R 


0 0 


WELD 


WOODSHED & EQUIP STORAGE, 187 WEBB BEACH RD 


RHR 


$38,880.00 


$4,620.00 


R 


0 0 


WELD 


YURT, 299 CENTER HILL RD 


BQJ 


$20,000.00 


$3,000.00 


R 


0 0 


WELD 


YURT, 24 FOOT ROUND SHELTER, MT BLUE RD 


BHP 


$30,000.00 


$0.00 


R 


0 0 


WINSLOW 


FORT HALIFAX, RT 201 


RPX 


$138,420.00 


$0.00 


R 


0 0 




UNFT 059 


TOTALS 


$40,546,635.00 


$4,994,920.00 






UNIT 059B 


CON, BOATING 












ASHLAND 


MAINTENANCE BUILDING, 45 RADAR RD 


PMB 


$92,160.00 


$20,000.00 


R 


0 0 


BIDDEFORD 


B27 MAINTENANCE BLDG, 21 MARBLEHEAD LN 


DSL 


$103,680.00 


$5,000.00 


R 


0 0 


ELIOT 


B29 LATRINE, 63 JUNKINS LN 


GHR 


$34,560.00 


$0.00 


R 


0 0 


JONESPORT 


STORAGE BLDG, 18 SAWYER SOUARE 


JFT 


$64,800.00 


$0.00 


R 


0 0 


JONESPORT 


WOOD PIER, 18 SAWYER SQUARE 


JFV 


$162,000.00 


$0.00 


R 


0 0 


RICHMOND 


C38 MAINTENANCE BLDG, 1009 BRUNSWICK RD 


NGR 


$103,680.00 


$12,810.00 


R 


0 0 


RICHMOND 


C39 MAINTENANCE BLDG, 1009 BRUNSWICK RD 


NGT 


$207,360.00 


$113,600.00 


R 


0 0 


RICHMOND 


STORAGE BLDG #1 , 1 009 BRUNSWICK RD 


NHL 


$90,000.00 


$71,715.00 


R 


0 0 


RICHMOND 


STORAGE BLDG #2, 1009 BRUNSWICK RD 


NHN 


$45,000.00 


$60,000.00 


R 


0 0 




UNIT 059B 


TOTALS 


$903,240.00 


$283,125.00 






UNFT 059S 


CON, SNOWMOBILE & ATV 












AUGUSTA 


STORAGE BLDG BOLTON HILL, 21 CONSERVATION DR 


CSP 


$50,000.00 


$12,000.00 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 






LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION CODE 


VALUE 


COST 


footnote 










ABC 


UNrr 059S 


CON, SNOWMOBILE & ATV 








BEDDINGTON 


STORAGE, 21 CC RD POM 


$45,000.00 


$3,000.00 


R 0 0 


CHERRYFIELD 


OFFICE FURN/EQUIP, 87 MILBRIDGE RD FVG 


$0.00 


$3,000.00 


0 0 




UNIT 059S TOTALS 


$95,000.00 


$18,000.00 




UNrr 060 


CON, MAINE GEOLOGICAL SURVEY 








AUGUSTA 


TYSON BLDG, 25 TYSON DR CTTSl 


$0.00 


$500,000.00 


0 0 


AUGUSTA 


WILLIAMS PAVILLION, 1 7 ELKINS LN BPH 


$0.00 


$500,000.00 


0 0 




UNIT 060 TOTALS 


$0.00 


$1,000,000.00 




UNrr 061 


CON, ME LAND USE PLANNING COMMISSION 








ASHLAND 


OFFICE FURNITURE/EQUIP, 45 RADAR RD BDW 


$0.00 


$22,500.00 


0 0 


AUGUSTA 


HARLOW BUILDING, 18 ELKINS LN BWZ 


$0.00 


$37,100.00 


0 0 


BANGOR 


H BUILDING OFFICE CENTER, 106 HOGAN RD DHF 


$0.00 


$22,500.00 


0 0 


GREENVILLE 


OFFICE FURNITURE/EQUIP, 43 LAKEVIEW ST HRV 


$0.00 


$36,000.00 


0 0 


MILLINOCKET 


OFFICE FURNITURE/EQUIP, 191 MAIN ST KHJ 


$0.00 


$18,000.00 


0 0 


W FARMINGTON 


OFFICE FURNITURE/EQUIP, 1 33 FYFE RD GVG 


$0.00 


$22,500.00 


0 0 




UNrr 061 TOTALS 


$0.00 


$158,600.00 




UNR" 062 


CON, ADMINISTRATIVE SERVICES DIV. 








AUGUSTA 


HARLOW BUILDING, 18 ELKINS LN BWZ 


$0.00 


$1,000,000.00 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 062 CON, ADMINISTRATIVE SERVICES DIV. 



UNFT 063 


UNI 1 062 

CON, PUBLIC LANDS 


-r/~\-rAi o 

1 0 1 ALb 


$0.00 


$1,000,000.00 








ASHLAND 


GARAGE, 45 RADAR RD 


BDB 


$0.00 


$75,000.00 




0 


0 


ASHLAND 


OFFICE FURNITURE/EOUIP, 45 RADAR RD 


BDW 


$0.00 


$60,000.00 




0 


0 


AUGUSTA 


ENTOMOLOGY STOREHSE (DEM), 48 HOSPITAL ST 


BTR 


$2,400.00 


$4,000.00 


R 


0 


0 


BEAVER COVE 


REGIONAL SHOP, 13 MYRLE'S WAY 


HRN 


$0.00 


$15,000.00 




0 


0 


BIGELOW 


FLAGSTAFF LODGE, E FLAGSTAFF RD 


DSX 


$540,000.00 


$21,000.00 


R 


0 


0 


BIGELOW 


GEN SHED/EQUIPMENT, E FLAGSTAFF RD 


DSZ 


$9,600.00 


$8,600.00 


R 


0 


0 


CHESUNCOOK VIL 


CHESUNCOOK BUNKHOUSE, GOLDEN RD 


FWP 


$30,000.00 


$2,200.00 


R 


0 


0 


CHESUNCOOK VIL 


CHESUNCOOK CHURCH, GOLDEN RD 


FWQ 


$200,000.00 


$2,200.00 


R 


0 


0 


FARMINGTON 


FARMINGTON DIST CT, 129 MAIN ST 


GTR 


$0.00 


$40,000.00 




0 


0 


FARMINGTON 


STORAGE BARN, 121 MAIN ST 


GVN 


$0.00 


$40,000.00 




0 


0 


JONESBORO 


OFFICES AND STOREHOUSE, 307 WHITNEYVILLE RD 


JFR 


$0.00 


$6,000.00 




0 


0 


OLD TOWN 


BUTLER OFFICE BLDG HO, 87 AIRPORT RD 


KYB 


$0.00 


$50,000.00 




0 


0 


T02 R10 WELS 


PUMP HOUSE, NO ROAD ACCESS 


OHR 


$1,155.00 


$630.00 


R 


0 


0 


T06 R1 1 WELS 


TELOS CAMP #2, TELOS RD 


OLS 


$24,000.00 


$4,000.00 


R 


0 


0 


T06 R11 WELS 


TELOS WASHROOM, TELOS RD 


BDL 


$10,920.00 


$2,000.00 


R 


0 


0 


T07 R08 WELS 


SCRAGGLY LAKE CREW CAMP, BAXTER PARK RD 


QMZ 


$47,520.00 


$4,000.00 


R 


0 


0 


T13R12WELS 


CAMP, RT 1 1 


QFP 


$59,400.00 


$7,000.00 


R 


0 


0 


T15R09WELS 


CAMP, RT161 


QHJ 


$54,400.00 


$7,000.00 


R 


0 


0 


T41 MD 


CREW CAMP, IP 32-00-0 RD 


HYB 


$12,650.00 


$1,000.00 


R 


0 


0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 063 


CON, PUBLIC LANDS 












T41 MD 


STORAGE WOODSHED, IP 32-00-0 RD 


HYC 


$500.00 


$0.00 


R 


0 0 


T41 MD 


T 41 CAMP, IP 32-00-0 RD 


POL 


$25,250.00 


$3,500.00 


R 


0 0 


TA R1 1 WELS 


HENDERSON BROOK AUTOMATED GATE, NO ROAD ACCESS 


KQY 


$45,000.00 


$0.00 


R 


0 0 


TA R1 1 WELS 


HENDERSON BROOK CAMP, NO ROAD ACCESS 


KQJ 


$35,000.00 


$25,000.00 


R 


0 0 




UNFT 063 


TOTALS 


$1,097,795.00 


$378,130.00 






UNFT 071 


ED, DEPARTMENT OF EDUCATION 












AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$1,000,000.00 




0 0 




UNIT 071 


TOTALS 


$0.00 


$1,000,000.00 






UNrr 071s 


ED, ED IN THE UNORGANIZED TERRITORIES 










CONNOR TWP 


CONNOR CONSOLIDATED SCH, 1581 VAN BUREN RD 


FWV 


$2,436,000.00 


$222,900.00 


R 


4 0 


EDMUNDS TWP 


EDMUNDS CONSOLIDATED SCH, 21 HARRISON RD 


GGF 


$2,800,000.00 


$310,152.00 


R 


1 0 


KINGMAN TWP 


KINGMAN ELEM SCHOOL, 25 PARK ST 


JGZ 


$1,416,000.00 


$212,038.00 


R 


1 0 


KINGMAN TWP 


KINGMAN ELEM SCHOOL ANNEX, 25 PARK ST 


JHB 


$73,440.00 


$10,983.00 


R 


0 0 


ROCKWOOD STR 


ROCKWOOD ELEMENTARY SCH, RT 15 


NKV 


$1 ,540,080.00 


$100,000.00 


R 


1 0 


SINCLAIR 


PATRICK THERRIAULT SCHOOL, 425 MARTIN RD 


QHL 


$1,532,160.00 


$75,000.00 


R 


4 0 


SINCLAIR 


SINCLAIR BUS GARAGE, 425 MARTIN RD 


QHN 


$30,000.00 


$0.00 


R 


0 0 




UNFT 071s 


TOTALS 


$9,827,680.00 


$931,073.00 







UNIT 073 MSM, MAINE STATE MUSEUM 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNR" 073 


MSM, MAINE STATE MUSEUM 










AUGUSTA 


16B EDISON DRIVE, 16B EDISON DRIVE 


BJY 


$0.00 


$75,000.00 


0 0 


AUGUSTA 


CULTURAL BLDG, 230 STATE ST 


BQR 


$0.00 


$4,000,000.00 


0 0 


AUGUSTA 


RESPONSE/BOILER/WAREHOUSE, 201 ARSENAL ST 


CU 


$0.00 


$147,000.00 


0 0 


AUGUSTA 


STATE CAPITOL BLDG, 210 STATE ST 


CNP 


$0.00 


$100,000.00 


0 0 


HALLOWELL 


BABLO, 10 WATER ST 


HTT 


$0.00 


$1,000,000.00 


0 0 




UNFT 073 


TOTALS 


$0.00 


$5,322,000.00 




UNIT 075 


MSL, MAINE STATE LIBRARY 










AUGUSTA 


CULTURAL BLDG, 230 STATE ST 


BQR 


$0.00 


$6,300,000.00 


0 0 


BANGOR 


BANGOR PUBLIC LIBRARY, 145 HARLOW ST 


LVJ 


$0.00 


$30,334.00 


0 0 


HALLOWELL 


BABLO, 10 WATER ST 


HTT 


$0.00 


$151,983.00 


0 0 


PORTLAND 


PORTLAND PUBLIC LIBRARY, 5 MONUMENT SO 


LVC 


$0.00 


$39,330.00 


0 0 




UNFT 075 


TOTALS 


$0.00 


$6,521,647.00 




UNIT 088 


ART, MAINE ARTS COMMISSION 










AUGUSTA 


MCLEAN HSE, 193 STATE ST 


CGJ 


$0.00 


$350,000.00 


0 0 


AUGUSTA 


STATE CAPITOL BLDG, 210 STATE ST 


CNP 


$0.00 


$2,100,000.00 


0 0 




UNH" 088 


TOTALS 


$0.00 


$2,450,000.00 




UNIT 089 


HP, MAINE HISTORIC PRESERVATION COMMISSION 








AUGUSTA 


DASCHLAGER HOUSE, 55 CAPITOL ST 


BOZ 


$0.00 


$750,000.00 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 089 HP, MAINE HISTORIC PRESERVATION COMMISSION 



UNIT 089 TOTALS $0.00 $750,000.00 

UNrr 090 GBD, MAINE ED CTR FOR THE DEAF & HARD OF HEARING 



BANGOR 


31215 CATHOLIC CHARITIES, 1066 KENDUSKEAG AVE 


DTT 


$0.00 


$20,000.00 




0 


0 


CARIBOU 


AROOSTOOK OUTREACH, 658 MAIN ST SUITE 1 


HBH 


$0.00 


$15,000.00 




0 


0 


FALMOUTH 


A BLDG-BAXTER HALL (MANSION), MACKWORTH ISLAND 


GOD 


$1,500,000.00 


$100,000.00 


R 


0 


0 


FAI MDI ITH 


R Rl nR-Yni INfi HAI 1 MAr.KWDRTH icjl ANR 


ROR 




<tK nnn nn 


R 

n 


n 




FALMOUTH 


C BLDG-TAYLOR HALL, MACKWORTH ISLAND 


GQF 


$1 ,500,000.00 


$100,000.00 


R 


0 


0 


FALMOUTH 


D BLDG-GREENLAW HALL(ELEM SCH), MACKWORTH ISLAND 


GQH 


$1 ,800,000.00 


$250,000.00 


R 


0 


0 


FALMOUTH 


G BLDG-CARTER HALL, MACKWORTH ISLAND 


GQL 


$1 ,640,000.00 


$75,000.00 


R 


0 


0 


FALMOUTH 


GARAGE, MACKWORTH ISLAND 


GQN 


$575,000.00 


$75,000.00 


R 


0 


1 


FALMOUTH 


GATEHOUSE, MACKWORTH ISLAND 


GSS 


$60,000.00 


$10,000.00 


R 


0 


0 


FALMOUTH 


H BLDG-NEW SCHOOL, MACKWORTH ISLAND 


GOC 


$2,260,000.00 


$240,000.00 


R 


0 


0 


FALMOUTH 


J BLDG-GYM, MACKWORTH ISLAND 


GOT 


$1,184,730.00 


$40,000.00 


R 


0 


0 


FALMOUTH 


K BLDG-SANDERS HALL, MACKWORTH ISLAND 


GOV 


$3,655,000.00 


$500,000.00 


R 


3 


4 


FALMOUTH 


PASSAGEWAYS-W BLDG, MACKWORTH ISLAND 


GQZ 


$600,000.00 


$0.00 


R 


0 


0 


FALMOUTH 


SEWER PUMPING STATION, MACKWORTH ISLAND 


GRB 


$38,440.87 


$5,000.00 


R 


0 


0 




UNIT 090 


TOTALS 


$16,368,170.87 


$1,435,000.00 









UNrr 096 DEP, ENVIRONMENTAL PROTECTION 



AUBURN METEOROLOGICAL TOWER & EQUIP, 80 AIRPORT DR BFJ $0.00 $10,000.00 0 0 

AUGUSTA AB EKTO SHELTER (1 ) NOT IN USE, 6 BLOSSOM LN P-LOT CLD $1 7,800.00 $0.00 R 0 0 

... R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 096 


DEP, ENVIRONMENTAL PROTECTION 








ABC 


AUGUSTA 


AB EKTO SHELTER (2) NOT IN USE, 6 BLOSSOM LN P-LOT 


CLG 


$21 ,800.00 


$0.00 


R 

n 


n 


n 


AUGUSTA 


AB EKTO SHELTER NOT IN USE, 4 BLOSSOM LANE 


HRB 


$17,800.00 


$40,000.00 


n 


n 


n 


AUGUSTA 


ICE HOUSE #46, 48 INDEPENDENCE DR 


CSN 


$0.00 


$15,000.00 


D 

n 


n 


n 


AUGUSTA 


LAND & WATER QUALITY GARAGE, 6 BLOSSOM LN 


BRP 


$175,000.00 


$105,000.00 


D 

n 


n 


n 


AUGUSTA 


METEOROLOGICAL TOWER & EQUIP, 75 AIRPORT RD 


CHB 


$0.00 


$10,000.00 




n 




AUGUSTA 


MONITORING EQUIPMENT, 30 LINCOLN ST 


CLC 


$0.00 


$74,000.00 




n 


n 


AUGUSTA 


OLD SRE BLDG, 189 WINTHROP ST 


CHX 


$8,500.00 


$0.00 


p 

n 


u 


0 
u 


AUGUSTA 


RAY BLDG, 28 TYSON DR 


CLV 


$0.00 


$3,958,496.83 




n 


n 

u 


AUGUSTA 


RESPONSE/BOILER/WAREHOUSE, 201 ARSENAL ST 


CLJ 


$0.00 


$1,353,875.00 




n 


n 

u 


AUGUSTA 


TYSON BLDG, 25 TYSON DR 


CTN 


$0.00 


$400,000.00 




n 


n 
u 


BANGOR 


BOOM OUTSIDE STORAGE, 106 HOGAN RD 


DTD 


$0.00 


$142,500.00 




n 


n 


BANGOR 


EMERGENCY RESPONSE BLDG, 106 HOGAN RD 


DLH 


$690,000.00 


$362,690.00 


p 


n 


n 


BANGOR 


H BUILDING OFFICE CENTER, 106 HOGAN RD 


DHF 


$0.00 


$577,500.00 




n 


n 


BANGOR 


METEOROLOGICAL TWR & EQUIP BIA, 287 GODFREY BLVD 


DKD 


$0.00 


$10,000.00 




n 


n 


BANGOR 


MONITORING EQUIPMENT, WASHINGTON ST 


DTQ 


$0.00 


$70,000.00 




n 


n 


BANGOR 


TECH RESPONSE WAREHOUSE, 106 HOGAN RD 


DNH 


$17,800.00 


$250,000.00 


R 


0 


0 


BAR HARBOR 


AB EKTO SHELTER & EQUIPMENT, MCFARLAND HILL 


DPR 


$17,800.00 


$135,000.00 


R 


0 


0 


BIG MOOSE 


MERCURY DEPOSITION NETWORK #15, MOOSE BROOK 


HQM 


$0.00 


$15,400.00 




0 


0 


BOWDOINHAM 


AB EKTO SHELTER & EQUIPMENT, BROWN'S POINT 


MHX 


$17,800.00 


$24,000.00 


R 


0 


0 


RRIDGTDN 


MnNITORING FOIIIPMPNT IIPPFR RIDGF RD 


nvi 

Ly V L_ 


'f.o on 


<R31 300 no 

vpo 1 ,\jyjyj .yjyj 




0 


0 


CAPE ELIZABETH 


AB EKTO SHELTER & EQUIPMENT, 7 TOWER RD 


FDZ 


$50,000.00 


$150,000.00 


R 


0 


0 


CARIBOU 


MONITORING EQUIPMENT, 664 MAIN ST AIRPORT 


MYC 


$0.00 


$15,400.00 




0 


0 


CHELSEA 


RESPONSE LEASED STORAGE, 65 RIVER RD 


FVC 


$0.00 


$24,000.00 




0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNR" 096 


DEP, ENVIRONMENTAL PROTECTION 








ABC 


DURHAM 


AB EKTO SHELTER & EQUIPMENT, 615 HALLOWELL RD 


GZM 


$17,800.00 


$24,000.00 


D 

n 


n 


n 


FREEPORT 


STONE HOUSE WOLFES NECK FARM, 642 WOLFE NECK RD 


MTX 


$0.00 


$31 ,300.00 




n 


n 


GARDINER 


AB EKTO SHELTER & EQUIPMENT, PRAY ST 


HBZ 


$17,800.00 


$24,000.00 


D 

n 


n 


n 


HOLDEN 


MONITORING EQUIPMENT, RIDERS BLUFF 


DHB 


$0.00 


$24,000.00 




n 


n 


INDIAN ISLAND 


MONITORING EQUIPMENT, 27 WABANAKI WAY 


FBL 


$0.00 


$24,000.00 




n 




JONESPORT 


MONITORING EQUIPMENT, PUBLIC LANDING 


DOB 


$0.00 


$24,000.00 




n 


n 


KENNEBUNKPORT 


AB EKTO SHELTER & EQUIPMENT, SHORE DR 


JGB 


$17,800.00 


$24,000.00 


p 

n 


u 


0 
u 


LEWISTON 


AB EKTO SHELTER & EQUIPMENT, CANAL ST 


JKV 


$17,800.00 


$46,000.00 


P 


n 

u 


n 

u 


LITTLETON 


AB EKTO SHELTER & EQUIPMENT, 198 WEST RIDGE RD 


MJS 


$17,800.00 


$0.00 


P 


n 

u 


n 
u 


LOVELL 


3591 6 3 STALL VEHICLE STOR, RT 5 


JRL 


$0.00 


$24,000.00 




n 


n 
u 


MADAWASKA 


MONITORING EQUIPMENT, 595 EAST MAIN ST 


KBR 


$0.00 


$23,000.00 




n 


n 


MT DESERT ISLAND 


AB EKTO SHELTER & EQUIPMENT, CADILLAC MTN 


DNV 


$50,000.00 


$150,000.00 


P 


n 


n 


OWLS HEAD 


AB EKTO SHELTER & EQUIPMENT, 9 MAINTENANCE RD 


FCH 


$17,800.00 


$10,000.00 


n 


n 


n 


PERRY 


AB EKTO SHELTER & EQUIPMENT, RT 190 


FBJ 


$17,800.00 


$24,000.00 


p 


n 


n 


PORT CLYDE 


AB EKTO SHELTER & EQUIPMENT, MARSHALL PT LGHTHSE 


MMH 


$17,800.00 


$24,000.00 


p 


n 


n 


PORTLAND 


312 CANCO RD, 312 CANCO RD 


MQR 


$0.00 


$793,251 .00 




0 


0 


PORTLAND 


61-69 BELL ST, 61-69 BELL ST 


MNK 


$0.00 


$386,284.00 




0 


0 


PORTLAND 


AB EKTO SHELTER & EQUIPMENT, 356 STATE ST 


DSK 


$21 ,800.00 


$141,100.00 


R 


0 


0 


PORTLAND 


BOOM STORAGE AT DIVER DOWN, 399 PRESUMPSCOT ST 


MQL 


$0.00 


$88,200.00 




0 


0 


PORT! AND 


MDNITORING FOI IIPMFNT Tl IKFY'9 RRIDGF 

IV 1*^1 M 1 1 *^riii wjt 1 \_j< 1 nivii 1^1, ii^ixi i o lj i 1 1 i 


MNX 

1 Vll N/\ 




<R34 nnn oo 




0 


0 


PRESQUE ISLE 


528 DEP OFFICES, 1235 CENTRAL DR 


MYF 


$84,488.00 


$91 ,000.00 


R 


0 


0 


PRESQUE ISLE 


528 DEP OFFICES, 1235 CENTRAL DR 


MYF 


$1 ,000,000.00 


$150,000.00 


R 


1 


0 


PRESQUE ISLE 


AB EKTO SHELTER & EQUIPMENT, 531 MAIN ST 


MZH 


$19,300.00 


$43,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 










ABC 


UNrr 096 


DEP, ENVIRONMENTAL PROTECTION 








PRESQUE ISLE 


METEOROLOGICAL TOWER & EQUIP, 1235 CENTRAL DR MXJ 


$0.00 


$10,000.00 


0 0 


PRESQUE ISLE 


STORAGE GARAGE, 1 235 CENTRAL DR NDJ 


$100,000.00 


$100,000.00 


R 0 0 


RUMFORD 


AB EKTO SHELTER & EQUIPMENT, RUMFORD AVE NMK 


$17,800.00 


$16,000.00 


R 0 0 


S PORTLAND 


LEASED BOX TRAILER #1 , 7 REAR MAIN ST NTB 


$0.00 


$22,000.00 


0 0 


S PORTLAND 


LEASED BOX TRAILER #2, 7 REAR MAIN ST NTC 


$0.00 


$22,000.00 


0 0 


SHAPLEIGH 


AB EKTO SHELTER & EQUIPMENT, BALL PARK / RT 1 1 FNK 


$17,800.00 


$24,000.00 


R 0 0 


W BUXTON 


AB EKTO SHELTER & EQUIPMENT, 405 PLAINS RD DVH 


$17,800.00 


$24,000.00 


R 0 0 




UNrr 096 TOTALS 


$2,505,688.00 


$10,195,296.83 




UNIT 097 


LPC, MAINE LOBSTER PROMOTION COUNCIL 








PORTLAND 


2 UNION ST, 2 UNION ST MQH 


$0.00 


$75,000.00 


0 0 




UNFT 097 TOTALS 


$0.00 


$75,000.00 




UNIT 100 


ECD, ECONOMIC & COMMUNITY DEVELOPMENT 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST CPL 


$0.00 


$120,000.00 


0 0 




UNFT 100 TOTALS 


$0.00 


$120,000.00 




UNFT 102 


EXEC, OFFICE OF THE GOVERNOR 








AUGUSTA 


BLAINE HOUSE, 1 92 STATE ST BNH 


$0.00 


$596,176.87 


0 0 


AUGUSTA 


STAFF HOUSE, 37 CHAMBERLAIN ST CNJ 


$0.00 


$5,407.50 


0 0 


AUGUSTA 


STATE CAPITOL BLDG, 21 0 STATE ST CNP 


$0.00 


$125,000.00 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr 102 


EXEC, OFFICE OF THE GOVERNOR 






ABC 






UNIT 102 TOTALS 


$0.00 


$726,584.37 




UNFT 106 


ADF, COMMISSIONER'S OFFICE 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST CPL 


$0.00 


$51,500.00 


0 0 




UNIT 106 TOTALS 


$0.00 


$51,500.00 




UNrr 115 


CON, MAINE CONSERVATION CORPS 








HALLOWELL 


ADMINISTRATION BLDG, 1 BEECH ST HTD 


$0.00 


$200,000.00 


0 0 




UNrr 115 TOTALS 


$0.00 


$200,000.00 




UNIT 117 


ADF, BUREAU OF THE BUDGET 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST CPL 


$0.00 


$53,000.00 


0 0 




UNrr 117 TOTALS 


$0.00 


$53,000.00 




UNIT 119 


ADF, BUREAU OF ACCOUNTS & CONTROL 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST CPL 


$0.00 


$100,000.00 


0 0 




UNrr 119 TOTALS 


$0.00 


$100,000.00 




UNrr 123 


ADF, DIVISION OF PURCHASES 









AUGUSTA BURTONM. CROSS BLDG, 111 SEWALL ST CPL $0.00 $150,000.00 0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT 123 


ADF, DIVISION OF PURCHASES 














UNIT 123 


TOTALS 




<ti f^n nnn nn 

\P IOU,UUU.UU 




UNFT 125 


ADF, MAINE REVENUE SERVICES 










AUGUSTA 


15 DARIN DR, 15 DARIN DR 


BLL 


$0.00 


$75,000.00 


0 0 


AUGUSTA 


LEASED, 51 COMMERCE DR 


NZO 


$0.00 


$6,500,000.00 


0 0 


HOULTON 


6 WATER STREET, 6 WATER ST 


BLB 


$0.00 


$225,000.00 


0 0 


PORTLAND 


135 PRESUMPSCOT ST, 135 PRESUMPSCOT ST 


MOT 


$0.00 


$350,000.00 


0 0 




UNIT 125 


TOTALS 


$0.00 


$7,150,000.00 





UNH" 127C ADF, OFFICE OF INFO TECH, COMPUTERS SERVERS ETC. 



ALFRED 


STATE POLICE BARRACKS, 502 WATERBORO RD 


BBT 


$0.00 


$20,000.00 


0 


0 


ASHLAND 


REGIONAL HO, 63 STATION HILL RD 


BDJ 


$0.00 


$10,000.00 


0 


0 


AUGUSTA 


151 CAPITOL ST, 151 CAPITOL ST 


BKN 


$0.00 


$125,000.00 


0 


0 


AUGUSTA 


19 UNION ST, 19 UNION ST 


BNZ 


$0.00 


$12,000.00 


0 


0 


AUGUSTA 


220 CAPITOL STREET, 220 CAPITOL ST 


BKZ 


$0.00 


$15,000.00 


0 


0 


AUGUSTA 


41 ANTHONY AVE, 41 ANTHONY AVE 


BKV 


$0.00 


$20,000.00 


0 


0 


AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$527,026.00 


0 


0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$10,883,114.00 


0 


0 


AUGUSTA 


CULTURAL BLDG, 230 STATE ST 


BOR 


$0.00 


$10,000.00 


0 


0 


AUGUSTA 


DATA CENTER, 127 SEWALL ST 


BKC 


$0.00 


$10,000,000.00 


R 0 


0 


AUGUSTA 


DOT BLDG, 24 CHILD ST 


CTB 


$0.00 


$1,633,000.00 


0 


0 


AUGUSTA 


GREENLAW BLDG, 47 INDEPENDENCE DR 


BWN 


$0.00 


$70,000.00 


0 


0 




R means the building is insured for replacement cost 


(B) The number of boilers to be inspected 








(A) 


D means the building is insured for demolition cost 


(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNfT 127C 


ADF, OFFICE OF INFO TECH, COMPUTERS SERVERS ETC. 








AUGUSTA 


MARI nW Rl III niNf^ 1ft Fl KINc; 1 N 


RW7 




$102,000.00 


0 


0 


AUGUSTA 


1 F A W ?R4 cjTATF c;T 


RYR 

LJ I LJ 


tin nn 


$10,000.00 


0 


0 


AUGUSTA 


KFY RANK WATFR c;T ?Rfi WATFR c;T 

1 DmNix vvn 1 ^ri o i , vvn i ^ri o i 


CMC. 


nn nn 


$1 1 1 ,000.00 


0 


0 


AUGUSTA 


1 FA^iFn ^n^ylMFR^F nR 




"Rn nn 


$5,000,000.00 


0 


0 


AUGUSTA 


1 FA^iFn - ifii r.APiTni cjt ifii r.APiTni cjt 


RPR 

LJ 1 LJ 


"Rn nn 


$20,000.00 


0 


0 


AUGUSTA 


MDTDR VFHir.l F RFRICiTRY 1Q ANTHONY AVF 

iviw 1 wfi V 1 wi— ^ ri^v^ lo 1 ri 1 ] i C7 rw n i n wi >i i v ^ 


r,KK 

W l\l\ 


nn nn 


$10,000.00 


0 


0 


AUGUSTA 


ni n 9TATF pni ipf ho hd^pitai cjt 


PRR 


nn nn 


$15,000.00 


0 


0 


AUGUSTA 


PFI 1 A Rl III DIMH 'V^ AMTHDMY A\/F 


rK7 

\_/r \z_ 


nn nn 


$40,000.00 


0 


0 


AUGUSTA 


PRIMTIMPi PDPY Al IDIO \/l9l lAI PQO ^TATF 


rvo 


nn nn 


$5,000.00 


0 


0 


AUGUSTA 


RAY Rl PR TY^DM DR 


C\ V 


nn nn 


$347,076.00 


0 


0 


AUGUSTA 


RFH HO*^ >i WARFHDl I9F 14 POM^FRVATIDM DR 


CKA\-\ 

\_/IVI[ 1 


nn nn 


$15,000.00 


0 


0 


AUGUSTA 


RIVFRVIFW P*^YPHIATRIP PFNTFR PRO AR*^FNAI 


RRR 

LJ 11 LJ 


nn nn 


$140,000.00 


0 


0 


AUGUSTA 


CiTATF r.APITni Rl ?in '^TATF c;T 

O 1 AA 1 ^ wAAr 1 1 \Jl— DI_L^VJI] ^ 1 \y O 1 AA 1 ^ O 1 


r.NP 

wl Nr 


nn nn 


$27,325.00 


0 


0 


AUGUSTA 


CiTDNF NORTH fi7 INDFPFNnFNr.F RR 




nn nn 


$150,000.00 


0 


0 


AUGUSTA 


Cil IRPI 1 R/PFNTRAI WARFHOI RF 1 FIRHTON RR 


PVP 


nn nn 


$50,000.00 


0 


0 


AUGUSTA 


TYSON BLDG, 25 TYSON DR 


CTN 


$0.00 


$268,000.00 


0 


0 


BANGOR 


35683 OFFICE/LAB BLDG, 219 HOGAN RD 


DKP 


$0.00 


$42,000.00 


0 


0 


BANGOR 


Ap. nAK '5TRFFT OAK c;T 


DJZ 


$0.00 


$15,000.00 


0 


0 


BANGOR 


B BLDG, 656 STATE ST 


DDL 


$0.00 


$10,000.00 


0 


0 


BANGOR 


B-1 OFFICE BLDG, 656 STATE ST 


DDR 


$0.00 


$125,000.00 


0 


0 


BANGOR 


FISH AND WILDLIFE BLDG, 650 STATE ST 


DU 


$0.00 


$5,000.00 


0 


0 


BANGOR 


H BUILDING OFFICE CENTER, 106 HOGAN RD 


DHF 


$0.00 


$5,000.00 


0 


0 


BANGOR 


REG 3 HUMAN SERVICES BLDG, 396 GRIFFIN RD 


DLT 


$0.00 


$36,000.00 


0 


0 


(A) 


R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 127C 


ADF, OFFICE OF INFO TECH, COMPUTERS SERVERS ETC. 








BATH 


^4 WINR FARM PARKWAY ^4 WINR FARM PARKWAY 


npR 




$5,000.00 


0 


0 


BIDDEFORD 


PflR RRAHAM c;T PflR RRAHAM c;T 




"Rn nn 


$110,000.00 


0 


0 


CALAIS 


^Q? cini ITH c;T ^Q? c;ni ITH c;T 




nn nn 


$88,000.00 


0 


0 


CARIBOU 




FHT 


<Rn nn 


$136,000.00 


0 


0 


CHARLESTON 


RI nn# 10*^ ADM RI nn 9Fr^R ri nn ipop nnvFR Rn 


F^P 


"Rn nn 


$13,000.00 


0 


0 


CHARLESTON 


Cil IPPHRT ciFRVir.Fc: pi nR 1 1R? nnVFR RD 


F^O 


nn nn 


$139,000.00 


0 


0 


DIXFIELD 


T^yyi DFFiPF RI nr;/RAnin foi hp ^^p, main c;t 


PiRP 


nn nn 


$77,000.00 


0 


0 


ELLSWORTH 


PI A7A ^HOPPIMH K/IAI 1 17 FA*^TWARn 1 M 




nn nn 


$107,000.00 


0 


0 


ELLSWORTH 


9TATF PDI IPF RARRAPK9 1fin RAMHOR RD 


n IP 


nn nn 


$20,000.00 


0 


0 


FARMINGTON 


1 14 PORM 9HnP 1 AMF 1 1 4 PORM ^HOP 1 M 


HTP 


nn nn 


$91 ,000.00 


0 


0 


FORT KENT 


1 97 K/IARKFT 1 97 K/IARKFT 
1 o / ivirAnrxL 1 o 1 , 1 o / ivirArirxL i o i 


nXF 


nn nn 


$15,000.00 


0 


0 


GARDINER 


ANNFX 7fi NORTHFRN AVF 

rtl Ml N^/x, / U 1 1 1 II III N V ^ 


HPR 

1 1 wLJ 


nn nn 


$113,500.00 


0 


0 


GRAY 


CiTATF PDI ICF RARRACK'^ 1 RAMF FARM RR 


RRN 


nn nn 


$25,000.00 


0 


0 


GREENVILLE 


nFFir.F Fl IRNITI IRF/FOI IIP 1 AKFVIFW c;T 


HRV 

nn V 


nn nn 


$15,000.00 


0 


0 


HALLOWELL 


ini - 107 ciFnnNn c;t ini - my ciFnnNn c;t 


HTR 


nn nn 


$10,000.00 


0 


0 


HALLOWELL 


BABLO, 1 0 WA 1 tK b 1 


in — r 

HI 1 


$0.00 


$5,000.00 


0 


0 


HALLOWELL 


BAKER BLDG, 2 BEECH ST 


HTJ 


$0.00 


$12,000.00 


u 


u 


HOULTON 


48468 CONF/OFFICE SPACE, 28 DARCIE RD 


GJG 


$0.00 


$15,000.00 


0 


0 


HOULTON 


ACADEMY OFFICE CENTER, 1 1 HIGH/12 KELLERAN 


HYZ 


$0.00 


$110,000.00 


0 


0 


HOI II TON 


STATE POLICE BARRACKS, 1 DARCIE DR 


JBM 


$0.00 


n^i nnn nn 

^>\J\J j\J\J\J .\J\J 


0 


0 


LAMOINE 


WATER QUALITY LAB, 22 COAL STATION LN 


JJZ 


$0.00 


$20,000.00 


0 


0 


LEWISTON 


198 MAIN ST, 198 MAIN ST 


HCG 


$0.00 


$70,000.00 


0 


0 


LEWISTON 


5 MOLLISON WAY, 5 MOLLISON WAY 


JLM 


$0.00 


$100,000.00 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 




TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT 127C 


ADF, OFFICE OF INFO TECH, COMPUTERS SERVERS ETC. 








LEWISTON 


MDFA-I FWICJTDN RTF P.FNTRAI AVF 


II 1 




$12,500.00 


0 


0 


MACHIAS 




ITR 




$87,000.00 


0 


0 


MACHIASPORT 


An^y|IN|CiTRATlnN RI DR fi4 RA^iF Rn 


n7F 


nn nn 


$20,000.00 


0 


0 


MILLINOCKET 


MM 1 INnPKFT ni^iT P.T PflT PFNORCinnT AVF 

IVI ll_l_ll NWwiA.^ 1 L^IO 1 W 1 ] £J\J 1 \ ^1 NWDOwW 1 n V ^ 


i\ri LJ 


"Rn nn 


$80,000.00 


0 


0 


ORONO 


CiTATF Pni IPF RARRAPKc; ?4n MAIN '^T 


1 YV 


"Rn nn 


$15,000.00 


0 


0 


PORTLAND 


1R1 MARRINAI WAY 1R1 MARfilNAI WAY 

1 u 1 ivirtriVJiiiNrti— vvrt 1 , \\j \ ivirtriVJiiiNrti— vvrt i 


MNW 

IVII N V V 


"Rn nn 


$132,000.00 


0 


0 


PORTLAND 


IRR 1 ANPA'^TFR 9T 1^"^ 1 ANPA^ITFR ciT 

1 OO l_rAI>l\_/rAO 1 1— 11 O 1 , 1 OO LrAINOrtO 1 Lli O 1 


MTR 

IVI 1 LJ 


tn nn 


$8,000.00 


0 


0 


PORTLAND 




MOR 


<Rn nn 


$25,219.00 


0 


0 


PORTLAND 


K/IDFA - PORTI AND RTF f^fiS POMHRF^^ AVF '^00 
iviL/i^rA n'^n 1 LrAiNL/ n i n, ouo nvj ri i oo aa v i ouu 


MON 

IVI^^I N 


<Rn nn 


$15,000.00 


0 


0 


PRESOUE ISLE 


'^finOQ DIV OFF RI 1 OT 41 RIPF 
ouuUv? I-/I V '^nn i oo, 1 1 ii i o i o i 


NP7 


<Rn nn 


$134,000.00 


0 


0 


PRESOUE ISLE 


c;pQ DFP OFFIPF^ 1 P'^f^ PFNTRAI DR 

O^O L/ 1 1 1 1 1 0 1 0 , 1 ^OO 1 IN 1 rirM— Lyfl 


MYF 

IVI I I 


<Rn nn 


$13,500.00 


0 


0 


PRESOUE ISLE 




M^^ 

IVlOO 


<Rn nn 


$15,500.00 


0 


0 


ROCKLAND 


RRFAKWATFR MARKFTPI ACF Q1 CAMDFN cjT 

Dfi^mxvvn 1 ^ri ivmrirv^ i r ^3 \ wmviL^^iN o i 


NHM 
1 Nnivi 


"Rn nn 


$125,500.00 


0 


0 


S PARIS 


?4T ^ylAIN ciTRFFT ?4T MAIN c;T 

^H-o ivmiiN o 1 ri^^ 1 ] ivimiN o i 


p IP. 


"Rn nn 


$59,500.00 


0 


0 


S PORTLAND 


1 nNR r.RFFK nnRRFHTinNAI R7R WF^iTRRnnK c;T 


NNK 


"Rn nn 


$35,000.00 


0 


0 


S PORTLAND 


b 1 A 1 1 rOLICt (jiAKAvjit CKOoBY rM, 195 oB 


N 1 r 


$0.00 


$5,000.00 


0 


0 


SACO 


SACO/BIDDEFORD CTR, 110 MAIN ST 


NVX 


$0.00 


$10,000.00 


u 


u 


SANFORD 


890 MAIN ST, 890 MAIN ST 


NWB 


$0.00 


$140,000.00 


0 


0 


SCARBOROUGH 


36048 OFFICE BUILDING, 51 PLEASANT HILL RD 


NXL 


$0.00 


$40,000.00 


0 


0 


SKOWhiFGAN 


98 NORTH AVE, 98 NORTH AVE 


NZX 


$0.00 


nmn nnn nn 

vp 1 yjyj ,yj\j\j .yjyj 


0 


0 


SKOWHEGAN 


STATE POLICE BARRACKS, 162 WEST FRONT ST 


PDT 


$0.00 


$15,000.00 


0 


0 


VASSALBORO 


MCJA BUILDING A, 15 OAK GROVE RD 


OWZ 


$0.00 


$20,000.00 


0 


0 


W BOOTH BAY 


#9 WATERFRONT OFFICE BLDG, 200 MCKOWN POINT RD 


OYF 


$0.00 


$53,000.00 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 










ABC 


UNfT 127C 


ADF, OFFICE OF INFO TECH, COMPUTERS SERVERS ETC. 








WARREN 


19102 BOLDUC ADMIN BLDG, 516 CUSHING RD RBL 


$0.00 


$10,000.00 




0 0 


WINDHAM 


ADMIN BUILDING, 17 MALLISON FALLS RD RML 


$0.00 


$40,000.00 




0 0 




UNIT 127C TOTALS 


$0.00 


$32,415,760.00 






UNrr 127P 


ADF OFFICE OF INFO TECH COPIERS & PRINTERS 

r^L^t J 1 Hill \^ 1 ^_vyi 1] ^y^^i 1^— 1 ui 1 1 iiiii 1 ^_i 










AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE CNK 


$0.00 


$200,000.00 




0 0 


AUGUSTA 


PRINTING COPY AUDIO VISUAL, 290 STATE ST CVG 


$0.00 


$2,000,000.00 




0 0 




UNIT 127P TOTALS 


$0.00 


$2,200,000.00 






UNrr 127R 


ADF, OFFICE OF INFO TECH, RADIO 










ASHLAND 


MC;PM c:iTF CDIT^ A^lHI AMD RADAR RD RDM 




$262,617.00 


R 


0 0 


ATHENS 


RADin c:iTF - DDT nFFRTI^il RFD 




$10,000.00 


R 


0 0 


AUGUSTA 


M^SCN c;iTF ^OIT^ Al IGI I^STA RCC 45 COMMFRCF DRIVF CNI 

1 VI Owl N OI 1 ^ \^^' ' / '■^^^ wO 1 #^ riwW] wv^i viivi^riw^ L^rii v ^ wi ^i— 


<|;41 7 04? nn 


$1 ,295,806.00 


R 


0 0 


AUGUSTA 


M^inN c;iTF ^niT^ Rni TON 14 nDNCiFRVATinN DR PM7 

iviOwiN OI 1 ^ ' 7 ^^1— 1 wi>i, 1 wwiNO^ri vn 1 iwiN L^ri r ivi£_ 


<P^OO , OOO . \J\J 


$150,000.00 


R 


0 0 


AUGUSTA 


RADIO OPERATIONS fOIT^ 23 LEIGHTON RD CNB 


$0.00 


$1 ,500,000.00 


R 


0 0 


AUGUSTA 


RADIO SITE - DOT, RT 3 CLP 


$50,000.00 


$16,000.00 


R 


0 0 


AVON 


MSCN SITE (OIT) MT BLUE, MT BLUE BJP 


$1,821,933.00 


$148,774.00 


R 


0 0 


AVON 


RADIO SITE (REMOVE FY1 5), MT BLUE CWB 


$5,000.00 


$7,500.00 


rl 


u u 


BANGOR 


MSCN SITE (OIT) BANGOR FAA, AIRPORT FAA BJV 


$0.00 


$176,387.00 




0 0 


BANGOR 


MSCN SITE (OIT) BOMARC, BOMARC BJS 


$851,686.00 


$0.00 


R 


0 0 


LJI 1 >l 1 1 i\ 


MSCN SITE (CBP) BENEDICTA, AROOSTOOK RD BKH 


$0.00 


$305,449.00 




0 0 


BOWDOIN 


MSCN SITE (CBP) WHITTEN, 899 WEST RD BKO 


$0.00 


$286,314.00 




0 0 


(A) 


R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 127R 


ADF, OFFICE OF INFO TECH, RADIO 








ABC 


BRIDGEWATER 


MSCN SITE (OIT) #9, NO 9 MTN 


DTR 


$827,322.00 


$406,862.00 


R 

1 1 


n 


n 


BRIDGTON 


RADIO EQUIPMENT - DOT, PLEASANT MTN 


QYW 


$580.00 


$8,350.00 


P 

n 


0 


0 


CARRABASSETT VALLEY MSCN SITE (CBP) SUGARLOAF, SUGARLOAF MTN 


FJN 


$0.00 


$180,773.00 


D 

n 


n 
u 


n 
u 


CARROLL PLT 


RADIO SITE - DOT, TOLMAN HILL 


FJP 


$75,000.00 


$10,000.00 


D 

n 


0 


0 


COOPER 


MSCN SITE (OIT) COOPER, COOPER MTN RT 191 


FWY 


$691,894.00 


$179,632.00 


n 


0 


0 


CORNISH 


MSCN SITE (OIT) HOSAC, HOSAC MTN 


BKX 


$0.00 


$386,119.00 




0 


0 


DEDHAM 


MSCN SITE (CBP) BALD, BALD MTN 


BLC 


$0.00 


$230,029.00 




n 
u 


n 


DEDHAM 


RADIO EQUIPMENT (REMOVE FY15), BALD MTN 


FZR 


$1,500.00 


$25,000.00 




n 
u 


n 
u 


DENMARK 


MSCN SITE (CBP) PLEASANT, TOWER ROAD LELT 


FZJ 


$0.00 


$225,069.00 


R 


n 


n 
u 


DIXFIELD 


35775 OFFICE BLDG/RADIQ EQUIP, 556 MAIN ST 


GBP 


$75,000.00 


$25,000.00 


R 
n 


n 

u 


n 
u 


DIXMONT 


RADIO SITE - MEMA, HARRIS MTN 


GCD 


$426,580.00 


$215,880.00 


R 


n 


n 


DRESDEN 


RADIO SITE YANKEE REMOVE FY15, BLINN HILL 


GDL 


$0.00 


$37,200.00 


R 


n 


n 


FAIRFIELD 


35810 OFFICE BLDG/RADIO EQUIP, 10 MOUNTAIN AVE 


GPH 


$60,000.00 


$75,000.00 


p 


0 


0 


FAYb 1 1 b 


RADIO SITE -DOT, RT17 


GVP 


$75,000.00 


$15,000.00 


p 


0 

\J 


0 

\J 


GARLAND 


MSCN SITE (OIT) GARLAND, OLIVER HILL 


LDH 


$468,515.00 


$170,119.00 


p 


0 


0 


GARLAND 


WQCB LEASE EQUIP REMOVE FY15, MANSFIELD LEDGE 


HDJ 


$1,175.00 


$45,000.00 


Q 


U 


U 


GRAND FALLS 


MSCN SITE (CBP) PASSADUMKEAG, PASSADUMKEAG MTN 


HLX 


$0.00 


$189,537.00 


R 


0 


0 


GRAY 


MSCN SITE (OIT) GRAY, 1 GAME FARM RD 


BNQ 


$969,513.00 


$429,661 .00 


R 


0 


0 


GREENVILLE 


MSCN SITE (OIT) BIG MOOSE, ROCKWOOD RD 


HRZ 


$1 ,423,998.00 


$129,115.00 


R 


0 


0 


HALLOWELL 


MSCN SITE (OIT) GRANITE, GRANITE HILL 


HVN 


$714 111 00 

/ 1 r .III. 


$463 226 00 


R 


0 


0 


HOPE 


RADIO SITE (REMOVE FY15), HATCHET MTN 


QVC 


$150,000.00 


$45,200.00 


R 


0 


0 


HOULTON 


MSCN SITE (OIT) HOULTON, 1 DARCIE DR 


JBC 


$566,020.00 


$1,253,672.00 


R 


0 


0 


ISLAND FALLS 


MSCN SITE (OIT) ROBINSON, ROBINSON MTN RD 


KFW 


$746,863.00 


$247,742.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNfT 127R 


ADF, OFFICE OF INFO TECH, RADIO 








ABC 


JACKMAN 


RADIO EQUIPMENT - DOT, COBURN MTN 


JCX 


$0.00 


$7,500.00 


R 

n 


n 


n 


LINCOLN 


MSCN SITE (OIT) FISH HILL, 25 LION RD 


BBB 


$862,069.00 


$289,625.00 


n 


n 


n 


MADAWASKA 


MSCN SITE (OIT) CYR, ASPEN RD 


BLD 


$716,633.00 


$164,737.00 


D 

n 


n 


n 


MADAWASKA 


MSP SITE (REMOVE FY15), CYR MTN 


KBT 


$75,000.00 


$30,000.00 


D 

n 


n 


n 


MADAWASKA 


RADIO SITE (REMOVE FY15), ASPEN RD 


KBF 


$75,000.00 


$30,000.00 


n 


n 


n 


MORO PLT 


243 RADIO TOWER AND EQUIPMENT, RT 21 2 


KKH 


$50,000.00 


$10,000.00 


R 


n 


n 


MT DESERT ISLAND 


MSCN SITE (OIT) CADILLAC, CADILLAC MTN 


KKT 


$400,155.00 


$257,539.00 


p 


n 
u 


n 
u 


NEW SWEDEN 


MSCN SITE (OIT) NEW SWEDEN, GELOT HILL 


KTH 


$773,973.00 


$174,150.00 


P 


n 

u 


n 

u 


OLD TOWN 


MSCN SITE (OIT) OLD TOWN, 87 AIRPORT RD 


KYD 


$10,000.00 


$125,000.00 


p 

n 


n 


n 


ORLAND 


RADIO SITE (DOT), OFF RT 15 


KZF 


$75,000.00 


$25,000.00 


P 


n 


0 
u 


ORONO 


MSCN SITE (OIT) ORONO RCC, 240 MAIN ST 


LCC 


$75,000.00 


$175,000.00 


P 


n 


n 


PATTEN 


MSCN SITE (OIT) PATTEN, FINCH HILL 


MDL 


$664,194.00 


$141,616.00 


P 


n 


n 

u 


SCARBOROUGH 


36048 OFFICE BUILDING, 51 PLEASANT HILL RD 


NXL 


$100,000.00 


$25,000.00 


p 


0 


0 


SEARSPORT 


MSCN SITE (OIT) EPHRAIM, MT EPHRAIM RD 


DQQ 


$802,295.00 


$271 ,540.00 


p 


0 

\J 


0 

\J 


SEBAGO 


MSP RADIO HSE (REMOVE FY15), WINN MTN - CONVENE 


NYP 


$3,880.00 


$25,000.00 


p 


0 


0 


SKOWHEGAN 


MSCN SITE (CBP) EATON, EATON MTN 


BLF 


$0.00 


$232,700.00 




U 


U 


SKOWHEGAN 


RADIO SITE (REMOVE FY15), EATON MTN 


PDV 


$75,000.00 


$50,000.00 


R 


0 


0 


ST FRANCIS 


MSCN SITE (CBP) ST FRANCIS, BACK SETTLEMENT RD 


PLD 


$25,000.00 


$50,000.00 


R 


0 


0 


T02 R13 WELS 


MSCN SITE (CBP) SPENCER, SPENCER MTN 


QBG 


$0.00 


$194,945.00 




0 


0 


T09 R09 WELS 


MSCN SITE (CBP) NORWAY BLUFF NORWAY BLUFF 


BLG 


$0.00 


$188 186 00 




0 


0 


T10 R11 WELS 


RADIO SITE (REMOVE FY15), CLEAR LAKE 


QDC 


$50,000.00 


$45,200.00 


R 


0 


0 


T10 R13 WELS 


MSCN SITE (CBP) PRIESTLY, PRIESTLY MTN 


BLH 


$0.00 


$216,041 .00 




0 


0 


T10SD 


TUNK REPEATER (REMOVE FY15), RT 182 


QDG 


$50,000.00 


$25,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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T14R09WELS 


MSCN SITE (OIT) CHASE, CHASE MTN 


BLJ 


$1 ,265,966.00 


$125,935.00 


R 


0 0 


TOPSFIELD 


MSCN SITE (CBP) MUSQUASH, MUSQUASH MTN 


QRL 


$0.00 


$216,494.00 


R 


0 0 


UNION 


MSCN SITE (OIT) COGGANS, COGGANS HILL 


QVZ 


$750,122.00 


$313,226.00 


R 


0 0 


UPPER CUPSUPTIC 


MSCN SITE (CBP) WEST KENNEBAGO, WEST KENNEBAGO 


BLK 


$0.00 


$166,248.00 




0 0 


UPPER CUPSUPTIC 


REPEATER BLDG (REMOVE FY15), TIM POND RD 


FYS 


$1 ,500.00 


$25,000.00 


R 


0 0 


VASSALBORO 


MSCN SITE (OIT) COOK HILL, COOK HILL 


QWV 


$900,394.00 


$527,094.00 


R 


0 0 


WARREN 


RADIO BLDG & ANTENNAS, 807 CUSHING RD 


RBM 


$50,000.00 


$50,000.00 


R 


0 0 


WATERBORO 


MSCN SITE (OIT) OSSIPEE, OSSIPPEE MTN 


RDL 


$1,193,426.00 


$330,486.00 


R 


0 0 


WISCASSET 


LINCOLN CTY (REMOVE FY15), HUNTOON HILL 


RQF 


$2,030.00 


$37,200.00 


R 


0 0 


WISCASSET 


MSCN SITE (CBP) HUNTOON, HUNTOON HILL 


BLM 


$0.00 


$181,696.00 




0 0 


WOODSTOCK 


MSCN SITE (OIT) SPRUCE, SPRUCE MTN 


RRL 


$850,000.00 


$253,520.00 


R 


0 0 


YORK 


36205 8 STALL BLDG MSCN OIT, 810 US ROUTE 1 


RSH 


$1,218,550.00 


$198,544.00 


R 


0 0 


YORK 


MSCN SITE (OIT) AGAMENTICUS, MT AGAMENTICUS 


RSN 


$0.00 


$416,324.00 


R 


0 0 




UNIT 127R TOTALS 


$22,568,816.00 


$14,747,579.00 






UNFT 127T 


ADF, OFFICE OF INFO TECH, TELCO 












ALFRED 


STATE POLICE BARRACKS, 502 WATERBORO RD 


BBT 


$0.00 


$70,000.00 




0 0 


ALFRED 


YORK CTY CT, 45 KENNEBUNK RD 


BBX 


$0.00 


$35,000.00 




0 0 


ASHLAND 


OFFICE FURNITURE/EQUIP, 45 RADAR RD 


BDW 


UO 00 


i;'?^ 000 00 




0 0 


ASHLAND 


REGIONAL HQ, 63 STATION HILL RD 


BDJ 


$0.00 


$36,000.00 




0 0 


AUBURN 


ANDROSCOGGIN CTY CT, 2 TURNER ST 


BFN 


$0.00 


$40,000.00 




0 0 


AUGUSTA 


2 ANTHONY AVE, 2 ANTHONY AVE 


BKT 


$0.00 


$120,000.00 




0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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AUGUSTA 


36 ANTHONY AVENUE, 36 ANTHONY AVE 


BJG 


$0.00 


$35,000.00 


0 


0 


AUGUSTA 


442 CIVIC CENTER DR, 442 CIVIC CENTER DR 


BKY 


$0.00 


$56,000.00 


0 


0 


AUGUSTA 


AUGUSTA DIST CT, 145 STATE ST 


BMT 


$0.00 


$35,000.00 


0 


0 


AUGUSTA 


BLDG 10, ANG CAMP KEYES OFFICE, CAMP KEYES 10 


CJX 


$0.00 


$35,000.00 


0 


0 


AUGUSTA 


BMV MAIN OFFICE, 101 HOSPITAL ST 


BNL 


$0.00 


$120,000.00 


0 


0 


AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$750,000.00 


0 


0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$750,000.00 


0 


0 


AUGUSTA 


DOT BLDG, 24 CHILD ST 


CTB 


$0.00 


$175,000.00 


0 


0 


AUGUSTA 


KENNEBEC CTY CT, 95 STATE ST 


CCZ 


$0.00 


$60,000.00 


0 


0 


AUGUSTA 


LEASED, 51 COMMERCE DR 


NZQ 


$0.00 


$250,000.00 


0 


0 


AUGUSTA 


OLD STATE POLICE HQ, 36 HOSPITAL ST 


CRR 


$0.00 


$100,000.00 


0 


0 


AUGUSTA 


REG HQS & WAREHOUSE, 14 CONSERVATION DR 


CMH 


$0.00 


$35,000.00 


0 


0 


AUGUSTA 


RIVERVIEW PSYCHIATRIC CENTER, 250 ARSENAL ST 


BRB 


$0.00 


$300,000.00 


0 


0 


AUGUSTA 


RIVERVIEW PSYCHIATRIC CENTER, 250 ARSENAL ST 


BRB 


$0.00 


$250,000.00 


0 


0 


BANGOR 


21795 FLEET VEHICLE GARAGE, 219 HOGAN RD 


DFD 


$0.00 


$40,000.00 


0 


0 


BANGOR 


H BUILDING OFFICE CENTER, 106 HOGAN RD 


DHF 


$0.00 


$550,000.00 


0 


0 


BANGOR 


MOTOR VEHICLE REGISTRY, 1 129 UNION ST 9 


DKF 


$0.00 


$35,000.00 


u 


u 


BANGOR 


PENOBSCOT JUDICIAL CTR-COURTS, 78 EXCHANGE ST 


MJR 


$0.00 


$300,000.00 


0 


0 


BANGOR 


REG 3 HUMAN SERVICES BLDG, 396 GRIFFIN RD 


DLT 


$0.00 


$150,000.00 


0 


0 


RAR HARROR 


RAR HARROR ni9T CT Q3 nOTTAGF ST 


DNT 


^^)\J.\J\J 


<R^5 nnn nn 


0 


0 


BATH 


SAGADAHOC CTY CT, 752 HIGH ST 


DPM 


$0.00 


$35,000.00 


0 


0 


BELFAST 


BELFAST DIST CT, 1 03 CHURCH ST 


DOR 


$0.00 


$35,000.00 


0 


0 


BELFAST 


WALDO CTY CT, 137 CHURCH ST 


DRB 


$0.00 


$35,000.00 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BIDDEFORD 


208 GRAHAM ST, 208 GRAHAM ST 


DSJ 


$0.00 


$125,000.00 


0 


0 


BIDDEFORD 


BIDDEFORD DIST CT, 25 ADAMS ST 


DSN 


$0.00 


$35,000.00 


0 


0 


BRIDGTON 


BRIDGTON DIST CT, 3 CHASE ST 


DTZ 


$0.00 


$35,000.00 


0 


0 


BRUNSWICK 


275 BATH RD, 275 BATH RD 


DXX 


$0.00 


$35,000.00 


0 


0 


CALAIS 


13 BEECH ST, 13 BEECH ST 


KBK 


$0.00 


$35,000.00 


0 


0 


CALAIS 


392 SOUTH ST, 392 SOUTH ST 


DZN 


$0.00 


$36,000.00 


0 


0 


CALAIS 


CALAIS DIST CT, 382 SOUTH ST 


DZZ 


$0.00 


$35,000.00 


0 


0 


CALAIS 


MOTOR VEHICLE REGISTRY, 23 WASHINGTON ST 


BCY 


$0.00 


$35,000.00 


0 


0 


CARIBOU 


14 ACCESS HIGHWAY, 14 ACCESS HIGHWAY 


FGC 


$0.00 


$35,000.00 


0 


0 


CARIBOU 


21450 FLEET GAR BLDG 556, 1 EVERGREEN PKWY 


FOB 


$0.00 


$35,000.00 


0 


0 


CARIBOU 


43 HATCH OR, 43 HATCH DRIVE 


FHP 


$0.00 


$35,000.00 


0 


0 


CARIBOU 


AROOSTOOK COUNTY BLDG, 144 SWEDEN ST 


FGK 


$0.00 


$35,000.00 


0 


0 


CARIBOU 


HUMAN SERVICES BLDG, 30-42 SKYWAY DR 


FGT 


$0.00 


$175,000.00 


0 


0 


CHARLESTON 


BLDG# 103 ADM BLDG SEGR BLDG, 1202 DOVER RD 


FSP 


$0.00 


$125,000.00 


0 


0 


DIXFIELD 


35775 OFFICE BLDG/RADIO EQUIP, 556 MAIN ST 


GBP 


$0.00 


$35,000.00 


0 


0 


DIXFIELD 


35776 GENERATOR BLDG, 552 MAIN ST 


NDN 


$0.00 


$35,000.00 


0 


0 


DOVER FOXCROFT 


DOVER FOXCROFT DIST CT, 163 E MAIN ST 


GCN 


$0.00 


$35,000.00 


u 


u 


E WILTON 


865 US RT 2, 865 US RT 2 


JHN 


$0.00 


$35,000.00 


0 


0 


ELLSWORTH 


HANCOCK CTY CT, 50 STATE ST 


GJN 


$0.00 


$35,000.00 


0 


0 


Fl 1 9WnRTH 

l_ l_l_0 V V \_/ 1 I 1 1 1 


MOTOR VFHini F OFFICF ?4 CHI IRCH 9T 


G IV 


^^)\J.\J\J 


^^)^J\J ,yj\j\j .yjyj 


0 


0 


ELLSWORTH 


PLAZA SHOPPING MALL, 17 EASTWARD LN 


GJZ 


$0.00 


$35,000.00 


0 


0 


ELLSWORTH 


STATE POLICE BARRACKS, 180 BANGOR RD 


GJC 


$0.00 


$35,000.00 


0 


0 


ENFIELD 


HEADOUARTERS, 16 COBB RD 


GLO 


$0.00 


$35,000.00 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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FAIRFIELD 


35810 OFFICE BLDG/RADIO EQUIP, 10 MOUNTAIN AVE 


GPH 


$0.00 


$35,000.00 


0 


0 


FARMINGTON 


1 1 4 CORN SHOP LANE, 1 1 4 CORN SHOP LN 


GTC 


$0.00 


$35,000.00 


0 


0 


FARMINGTON 


FARMINGTON DIST CT, 129 MAIN ST 


GTR 


$0.00 


$35,000.00 


0 


0 


FARMINGTON 


FRANKLIN CTY CT, 140 MAIN ST 


GVB 


$0.00 


$35,000.00 


0 


0 


FORT KENT 


FORT KENT DIST CT, 1 39 MARKET ST 


GXL 


$0.00 


$35,000.00 


0 


0 


FORT KENT 


NORTHERN MAINE MEDICAL CENTER, 194 EAST MAIN ST 


GXC 


$0.00 


$120,000.00 


0 


0 


FREEPORT 


35821 REGIONAL TESTING LAB, 12 DESERT RD 


GYP 


$0.00 


$35,000.00 


0 


0 


GARDINER 


ANNEX, 76 NORTHERN AVE 


HCB 


$0.00 


$250,000.00 


0 


0 


GRAY 


GRAY HQ-ADMIN, 358 SHAKER RD 


HNN 


$0.00 


$35,000.00 


0 


0 


GRAY 


GRAY HQ-ADMIN, 358 SHAKER RD 


HNN 


$0.00 


$100,000.00 


0 


0 


GREENVILLE 


GREENVILLE HQ-ADMIN, 19 VILLAGE ST 


HRF 


$0.00 


$35,000.00 


0 


0 


GREENVILLE 


OFFICE BLDG, 43 LAKEVIEW ST 


HRT 


$0.00 


$35,000.00 


0 


0 


HALLOWELL 


101-107 SECOND ST, 101-107 SECOND ST 


HTG 


$0.00 


$55,000.00 


0 


0 


HALLOWELL 


ADMINISTRATION BLDG, 1 BEECH ST 


HTD 


$0.00 


$150,000.00 


0 


0 


HOULTON 


48468 CONF/OFFICE SPACE, 28 DARCIE RD 


GJG 


$0.00 


$36,000.00 


0 


0 


HOULTON 


6 WATER STREET, 6 WATER ST 


BLB 


$0.00 


$125,000.00 


0 


0 


HOULTON 


91 MILITARY ST, 91 MILITARY ST 


HZS 


$0.00 


$35,000.00 


u 


u 


HOULTON 


ACADEMY OFFICE CENTER, 1 1 HIGH/12 KELLERAN 


HYZ 


$0.00 


$250,000.00 


0 


0 


HOULTON 


AROOSTOOK CTY CT, 26 COURT ST 


HZH 


$0.00 


$35,000.00 


0 


0 


HDI II TON 


9TATF Pni ICR RARRACK"^ 1 DARCIF DR 


IRM 


^^)\J.\J\J 


vp I ^yj jyj\j\j .yjyj 


0 


0 


JEFFERSON 


DISTRICT HQ (4240), 536 WALDOBORO RD 


JDP 


$0.00 


$35,000.00 


0 


0 


JONESBORO 


REGIONAL HQ - BARN, 31 7 WHITNEYVILLE RD 


JFQ 


$0.00 


$35,000.00 


0 


0 


KENNEBUNK 


MOTOR VEHICLE REGISTRY, 63 PORTLAND RD 


JGG 


$0.00 


$35,000.00 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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LAMOINE 


nWFI 1 INR - l-inOCi ?q QTATF PARK RD 


irr 


$0.00 


$35,000.00 


0 0 


LEWISTON 


POO-PI fi MAIN P00-P1fi MAIN 9T 

^\J\J £. \ \j ivmiiN O 1 ] £Aj\J C. I \J ivimiN O 1 


IKN 

Ui\l N 


$0.00 


$175,000.00 


0 0 


LEWISTON 


R ^ylnl i icinN way r ^ylnl i rdn way 


II M 

Ul— IVI 


$0.00 


$175,000.00 


0 0 


LEWISTON 


1 FWI^iTON niCiT PT 71 -RR 1 l^iRnN c;T 

l_^VV lO 1 WIN L^IO 1 w 1 ] / 1 OO I—I OD WIN O 1 


II 1 


$0.00 


$40,000.00 


0 0 


LEWISTON 


Vini ATinNc; Rl IRFAI 1 PARK c;T 


II R 

Ul— D 


$0.00 


$50,000.00 


0 0 


LINCOLN 


1 iNnni N nic;T ct main c;t 

I_IINWWI— IN L^IO 1 W 1 ] ivmilN O 1 


IMR 


$0.00 


$35,000.00 


0 0 


MACHIAS 


oo pRpqpnTT DR ^R PRF^mTT DR 

OO \ 111 oo v_/ 1 1 L/n, oo n III 0\_/ v_/ 1 1 VJ Vx 


ITR 

\J \ \-J 


$0.00 


$125,000.00 


0 0 


MACHIAS 


WA^HINnTnN PTY PT 47 PDl IRT 
vvrAoniiNVj 1 WIN w 1 1 w 1 , *+/ wwun i o i 


ITV 

\J \ V 


$0.00 


$35,000.00 


0 0 


MACHIASPORT 


AnMINI^TRATION Rl ViC\ fid RA*^F RD 

rAL/lVlllNIO 1 nrA 1 IWIN [Jl_L^W, Ut LJAAO 1 \ \\-f 


n7F 


$0.00 


$125,000.00 


0 0 


MADAWASKA 


MADAWASKA DI^T PT MAIN *^T 

lvlrAL-/rAVvrAOr\rA VJ \ O 1 W 1 , UtO IvIrAIIN O 1 


KR 1 


$0.00 


$35,000.00 


0 0 


MEXICO 


MOTOR VFHIPl F RFOI9TRY 110 MAIN 9T 
ivi w 1 wn V i^n iwi— 1^ n i i o i n i , i i u iviaai i n o i 


KOP 


$0.00 


$35,000.00 


0 0 


MILLINOCKET 


MM 1 INOPKFT ni*^T PT P07 PFNOR*^POT AVF 

IVIII_l_IINWWr\^ 1 LyIO 1 W 1 , £-\J 1 1 1 1 NV_/LJOv_/\_/ 1 AAV 1 




$0.00 


$35,000.00 


0 0 


MILLINOCKET 


nFFir.F Rl DR-RAI CJAM DR RAI 9AM DR 


KHI-I 

rvnn 


$0.00 


$36,000.00 


0 0 


NEWPORT 


MFWPnRT ni^iT r.T 1 ? WATFR c;t 

1 N^ V V r wri 1 L^IOI Wl] I^VVAAI^riOl 


KTR 

l\ 1 il 


$0.00 


$35,000.00 


0 0 


OLD TOWN 


Rl ITI FR nFFir.F Rl DR HO R7 AIRPORT RD 


KYR 


$0.00 


$35,000.00 


0 0 


ORONO 


STATE POLICE BARRACKS, 240 MAIN ST 


LYX 


$0.00 


$35,000.00 


0 0 


PORTLAND 


135 PRESUMPSCOT ST, 135 PRESUMPSCOT ST 


MOT 


$0.00 


$90,000.00 


0 0 


PORTLAND 


161 MARGINAL WAY, 161 MARGINAL WAY 


MNW 


$0.00 


$250,000.00 


0 0 


PORTLAND 


312 CANCO RD, 312 CANCO RD 


MOR 


$0.00 


$50,000.00 


0 0 


PORTLAND 


CUMBERLAND CTY CT, 205 NEWBURY ST 


MPH 


$0.00 


$200,000.00 


0 0 


PORTLAND 


GOVERNMENT CENTER, 125 PRESUMPSCOT ST 


MOW 


$0.00 


$76,000.00 


0 0 


PRESQUE ISLE 


36009 DIV OFF BLDG LOT 58, 41 RICE ST 


NCZ 


$0.00 


$35,000.00 


0 0 


PRESQUE ISLE 


528 DEP OFFICES, 1235 CENTRAL DR 


MYF 


$0.00 


$125,000.00 


0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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PRESQUE ISLE 


66 SPRUCE ST, 66 SPRUCE ST 


MSS 


$0.00 


$100,000.00 


0 


0 


PRESQUE ISLE 


66 SPRUCE ST, 66 SPRUCE ST 


MSS 


$0.00 


$35,000.00 


0 


0 


PRESQUE ISLE 


PRESQUE ISLE DIST CT, 27 RIVERSIDE DR 


NCN 


$0.00 


$36,000.00 


0 


0 


ROCKLAND 


BREAKWATER MARKETPLACE, 91 CAMDEN ST 


NHM 


$0.00 


$175,000.00 


0 


0 


ROCKLAND 


KNOX CTY CT, 62 UNION ST 


NJN 


$0.00 


$35,000.00 


0 


0 


ROCKLAND 


MOTOR VEHICLE REGISTRY, 360 OLD COUNTY RD 


NHP 


$0.00 


$35,000.00 


0 


0 


ROCKLAND 


TERMINAL BLDG & PROP, 51 7A MAIN ST 


NKH 


$0.00 


$25,000.00 


0 


0 


RUMFORD 


MDOL, 35 CONGRESS ST 


NLZ 


$0.00 


$35,000.00 


0 


0 


RUMFORD 


RUMFORD DIST CT, 145 CONGRESS ST 


NMH 


$0.00 


$35,000.00 


0 


0 


S PARIS 


243 MAIN STREET, 243 MAIN ST 


PJC 


$0.00 


$35,000.00 


0 


0 


S PARIS 


OXFORD CTY CT, 40 WESTERN AVE 


PJH 


$0.00 


$35,000.00 


0 


0 


S PARIS 


SOUTH PARIS DIST CT, 26 WESTERN AVE 


PJL 


$0.00 


$35,000.00 


0 


0 


S PORTLAND 


LONG CREEK CORRECTIONAL, 675 WESTBROOK ST 


NNK 


$0.00 


$125,000.00 


0 


0 


S PORTLAND 


MOTOR VEHICLE REGISTRY, 704 MAINE MALL RD 


NVH 


$0.00 


$35,000.00 


0 


0 


SANFORD 


890 MAIN ST, 890 MAIN ST 


NWB 


$0.00 


$120,000.00 


0 


0 


SCARBOROUGH 


36048 OFFICE BUILDING, 51 PLEASANT HILL RD 


NXL 


$0.00 


$35,000.00 


0 


0 


SIDNEY 


REGION B HQ, 270 LYONS RD 


NZL 


$0.00 


$76,000.00 


u 


u 


SKOWHEGAN 


21456 FLEET REPAIR GARAGE, 264 CANAAN RD 


Nzr 


$0.00 


$35,000.00 


0 


0 


SKOWHEGAN 


98 NORTH AVE, 98 NORTH AVE 


NZX 


$0.00 


$125,000.00 


0 


0 


RKDWHFGAN 


RKnWHFGAN ni9T P.T 47 CDI IRT 'iT 


PDP 


^^)\J.\J\J 


<R35 nnn nn 


0 


0 


SKOWHEGAN 


SOMERSET CTY CT, 41 COURT ST 


PDR 


$0.00 


$35,000.00 


0 


0 


SKOWHEGAN 


STATE POLICE BARRACKS, 162 WEST FRONT ST 


PDT 


$0.00 


$35,000.00 


0 


0 


SPRINGVALE 


MOTOR VEHICLE REGISTRY, 456 MAIN ST 


PKF 


$0.00 


$36,000.00 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 










ABC 


UNFT 127T 


ADF, OFFICE OF INFO TECH, TELCO 








SPRINGVALE 


NASSON COMMONS, 9 BODWELL CT NWF 


$0.00 


$35,000.00 


0 0 


SPRINGVALE 


SPRINGVALE DIST CT, 447 MAIN ST PKD 


$0.00 


$35,000.00 


0 0 


STRONG 


STRONG HEADQUARTERS, 689 FARMINGTON RD PPG 


$0.00 


$35,000.00 


0 0 


TOPSHAM 


MOTOR VEHICLE REGISTRY, 49 TOPSHAM FAIR RD QSF 


$0.00 


$35,000.00 


0 0 


VASSALBORO 


MCJA BUILDING A, 15 OAK GROVE RD QWZ 


$0.00 


$125,000.00 


0 0 


WBATH 


WEST BATH DIST CT, 101 NEW MEADOWS RD QXZ 


$0.00 


$90,000.00 


0 0 


W BOOTH BAY 


#9 WATERFRONT OFFICE BLDG, 200 MCKOWN POINT RD OYF 


$0.00 


$170,000.00 


0 0 


WARREN 


BUILDING 1 / COMBINATION, 807 CUSHING RD SBV 


$0.00 


$150,000.00 


0 0 


WATER VI LLE 


WATERVILLE DIST CT, 1 8 COLBY ST RFV 


$0.00 


$36,000.00 


0 0 


WINDHAM 


ADMIN BUILDING, 17 MALLISON FALLS RD RML 


$0.00 


$125,000.00 


0 0 


WISCASSET 


LINCOLN CTY CT, 32 HIGH ST ROR 


$0.00 


$35,000.00 


0 0 


YORK 


YORK DIST CT, 1 1 CHASES POND RD RST 


$0.00 


$35,000.00 


0 0 




UNIT 127T TOTALS 


$0.00 


$11,405,000.00 




UNFT 133 


ADF, RISK MANAGEMENT DIVISION 








AUGUSTA 


BLANKET Bl & EE, 13 ELKINS LN BTH 


$0.00 


$10,000,000.00 


0 0 


AUGUSTA 


ELKINS BLDG, 1 9 ELKINS LN BTF 


$0.00 


$60,000.00 


0 0 




UNIT 133 TOTALS 


$0.00 


$10,060,000.00 




UNFT 137 


IFW, INLAND FISHERIES AND WILDLIFE 








AUGUSTA 


1 F & W, 284 STATE ST BYB 


$0.00 


$610,000.00 


0 0 


AUGUSTA 


STORE HOUSE/GARAGE, 8 FEDERAL ST CST 


$0.00 


$22,000.00 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 137 IFW, INLAND FISHERIES AND WILDLIFE 



UNFT 144 


UNIT 137 TOTALS 
DHS, HEALTH AND HUMAN SERVICES, DEPARTMENT OF 


$0.00 


$632,000.00 






AUBURN 


LEASED LOCATION, 155 CENTER ST 


BFH 


$0.00 


$10,000.00 


0 


0 


AUGUSTA 


19 UNION ST, 19 UNION ST 


BNZ 


$0.00 


$1,375,000.00 


0 


0 


AUGUSTA 


2 ANTHONY AVE, 2 ANTHONY AVE 


BKT 


$0.00 


$680,000.00 


0 


0 


AUGUSTA 


242 STATE ST, 242 STATE ST 


CKJ 


$0.00 


$1,375,000.00 


0 


0 


AUGUSTA 


41 ANTHONY AVE, 41 ANTHONY AVE 


BKV 


$0.00 


$1,120,000.00 


0 


0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DR 


CNK 


$0.00 


$30,000.00 


0 


0 


AUGUSTA 


FLEET BANK BLDG, 244 WATER ST 


BKP 


$0.00 


$196,000.00 


0 


0 


AUGUSTA 


GREENLAW BLDG, 47 INDEPENDENCE DR 


BWN 


$0.00 


$2,837,723.00 


0 


0 


AUGUSTA 


HUMAN SERVICES BUILDING, 221 STATE ST 


BKT 


$0.00 


$6,690,000.00 


0 


0 


AUGUSTA 


KEY BANK WATER ST, 286 WATER ST 


CNC 


$0.00 


$1,325,000.00 


0 


0 


AUGUSTA 


LEASED - 161 CAPITOL ST, 161 CAPITOL ST 


BPB 


$0.00 


$10,000.00 


0 


0 


AUGUSTA 


MAROUARDT BLDG, 32 BLOSSOM LN 


CGH 


$0.00 


$700,000.00 


0 


0 


AUGUSTA 


NORTHPARK, 330 CIVIC CENTER DR 


BKR 


$0.00 


$51,500.00 


0 


0 


AUGUSTA 


PELLA BUILDING, 35 ANTHONY AVE 


CKZ 


$0.00 


$1,422,000.00 


0 


0 


BANGOR 


6 STATE STREET, 6 STATE ST 


DLC 


$0.00 


$10,000.00 


0 


0 


BANGOR 


MR CRISIS HOUSE, 1049 KENDUSKEAG AVE 


DHC 


$0.00 


$20,000.00 


0 


0 


BANGOR 


REG 3 HUMAN SERVICES BLDG, 396 GRIFFIN RD 


DLT 


$0.00 


$1,680,000.00 


0 


0 


BATH 


125 CONGRESS AVE, 125 CONGRESS AVE 


DXH 


$0.00 


$5,000.00 


0 


0 


BIDDEFORD 


208 GRAHAM ST, 208 GRAHAM ST 


DSJ 


$0.00 


$635,000.00 


0 


0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 














ABC 


UNFT 144 


DHS, HEALTH AND HUMAN SERVICES, DEPARTMENT OF 








CALAIS 


^Q? c;ni ITH ^T ^Q? c;ni ITH ciT 






$0.00 


$125,000.00 


0 0 


CARIBOU 


HI IMAN ciFRVir.FC! RI DR ^0-4? CiKYWAY DR 


FRT 
no 1 




$0.00 


$600,000.00 


0 0 


ELLSWORTH 


PI A7A ciHnPPINR MAI 1 17 FA^iTWARn 1 N 

r onwr r 11 nv^ ivim_i_, 1 / ^AAO 1 V vrtriu i_i n 


\Jkje- 




$0.00 


$336,000.00 


0 0 


FARMINGTON 


114 r.nRN ciHnp i anf i i 4 nnRN cinnp i n 

1 It wwriiN onwr i_mN^, i it wwriiN onwr i_in 


RTP 




$0.00 


$135,000.00 


0 0 


FORT KENT 


1 ^7 MARKFT c;T 1 ^7 MARKFT ciT 

1 o / ivmrirv^ i o i , 10/ ivmriiA.^ 1 0 1 


RVF 




$0.00 


$112,000.00 


0 0 


GRAY 


MR nRlcHQ uni I^^F 4? FAIRVIFW AVF 

iviri wriioio riwLJO^] *-t£. rrtinvitw rtvt 


NYc; 

IN 1 O 




$0.00 


$20,000.00 


0 0 


HOULTON 


APADFMY nPFIPF PFMTFR 1 1 HIRH/1? KFI 1 FRAN 

rAOrAL/i^ivi 1 v_/nni\_/i^ \_/i^i>i 1 i_ 11 , 1 1 mvjin/ i£. i\^i_i_^rimN 


HY7 




$0.00 


$336,000.00 


0 0 


LEWISTON 


1QR^/IAIMC;T 1QRK/IAIMc;T 

1 c/O iVlrtllN O 1 , 1 <jO IvIMMn O 1 






$0.00 


$112,000.00 


0 0 


LEWISTON 


^UU ^ 1 U iVlrAIIN O 1 , ^UU ^ 1 U iVlrAIIN O 1 


IKN 
ur\i N 




$0.00 


$1,288,000.00 


0 0 


MACHIAS 


OO r ll l_0\_vv_/ 1 1 \-J 11 , oo I III 0\_/\_/ 1 1 L/ii 


ITR 




$0.00 


$240,000.00 


0 0 


N MONMOUTH 


K/IR PRI9I9 HOI l*^F 91 PI n99AY ^HDRF*^ 

IVIli \_/ li 1 0 1 0 1 1 \_/ LJO 1 , / n l_'»_/OOrA 1 Ol 1 \_/ri 1 o 






$0.00 


$20,000.00 


0 0 


PORTLAND 


1 FORF^^T AVF 1 (T^? FDRF^^T AVF 

1 UO # 1 \y 111 O 1 V 1 UO / 1 V^ll 1 O 1 V 1 


\TCi 




$0.00 


$240,000.00 


0 0 


PORTLAND 


1 WAI TON '^T 1 T> WAI TON '^T 
1 OO vvm_ 1 v^iN o 1 ] 1 oo vvm_ i win o i 


lltJW 




$0.00 


$15,000.00 


0 0 


PORTLAND 


Ifil MARRINAI WAY Ifil MARRINAI WAY 


MNW 

IVII N V V 




$0.00 


$1 ,736,000.00 


0 0 


PRESQUE ISLE 


MR CKIolo HOUot, 38 o 1 A 1 1 b 1 


MZC 




$0.00 


$20,000.00 


0 0 


ROCKLAND 


BREAKWATER MARKETPLACE, 91 CAMDEN ST 


NHM 




$0.00 


$700,000.00 


0 0 


S PARIS 


243 MAIN STREET, 243 MAIN ST 


PJC 




$0.00 


$220,000.00 


0 0 


SANFORD 


890 MAIN ST, 890 MAIN ST 


NWB 




$0.00 


$476,000.00 


0 0 


OiX'^vvi II »jr^i>i 


98 NORTH AVE, 98 NORTH AVE 


NZX 




$0.00 


i;4?n nnn no 




VAN BUREN 


2 MAIN STREET, 2 MAIN ST 


QWH 




$0.00 


$12,000.00 


0 0 


WINTHROP 


LEASED, 83 ROYAL ST 


BKW 




$0.00 


$200,000.00 


0 0 


WINTHROP 


LEASED OFFICE BLDG, 1705 US ROUTE 202 


ROD 




$0.00 


$500,000.00 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT 144 DHS, HEALTH AND HUMAN SERVICES, DEPARTMENT OF 



UNFT 150 


UNIT 144 TOTALS 
LAB, BLIND AND VISUALLY IMPAIRED 


$0.00 


$28,035,223.00 






AUGUSTA 


50 MAPLE ST WAREHOUSE, 50 MAPLE ST 


BOY 


$0.00 


$73,000.00 


0 


0 


AUGUSTA 


BMV MAIN OFFICE, 101 HOSPITAL ST 


BNL 


$0.00 


$72,000.00 


0 


0 


AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$78,000.00 


0 


0 


AUGUSTA 


DOT BLDG, 24 CHILD ST 


CTB 


$0.00 


$43,000.00 


0 


0 


AUGUSTA 


FEDERAL BLDG, 40 WESTERN AVE 


BVB 


$0.00 


$8,000.00 


0 


0 


AUGUSTA 


HUMAN SERVICES BUILDING, 221 STATE ST 


BXJ 


$0.00 


$25,000.00 


0 


0 


AUGUSTA 


JOINT FORCES HQS CAMP KEYES #7, 194 WINTHROP ST 


CPJ 


$0.00 


$43,000.00 


0 


0 


AUGUSTA 


PELLA BUILDING, 35 ANTHONY AVE 


CKZ 


$0.00 


$5,500.00 


0 


0 


AUGUSTA 


RAY BLDG, 28 TYSON DR 


CLV 


$0.00 


$29,200.00 


0 


0 


AUGUSTA 


RIVERVIEW PSYCHIATRIC CENTER, 250 ARSENAL ST 


BRB 


$0.00 


$15,000.00 


0 


0 


AUGUSTA 


STATE CAPITOL BLDG, 210 STATE ST 


CNP 


$0.00 


$22,000.00 


0 


0 


BANGOR 


45 OAK STREET, 45 OAK ST 


DJZ 


$0.00 


$5,000.00 


0 


0 


BANGOR 


ACADIA RESIDENCE, 354 HOGAN RD 


DDB 


$0.00 


$5,000.00 


0 


0 


BANGOR 


FEDERAL BUILDING, 202 HARLOW ST 


CXO 


$0.00 


$15,000.00 


0 


0 


BANGOR 


JOHNSTON GYM/REC BLDG, 354 HOGAN RD 


DJD 


$0.00 


$5,000.00 


0 


0 


BANGOR 


MAINE HALL, 354 HOGAN RD 


DJN 


$0.00 


$27,000.00 


0 


0 


BANGOR 


PENOBSCOT HALL, 354 HOGAN RD 


DKZ 


$0.00 


$11,000.00 


0 


0 


BANGOR 


PENOBSCOT JOB CORPS, 1375 UNION ST 


DJB 


$0.00 


$25,000.00 


0 


0 


BANGOR 


PENOBSCOT JUDICIAL CTR-COURTS, 78 EXCHANGE ST 


MJR 


$0.00 


$10,000.00 


0 


0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 150 


LAB, BLIND AND VISUALLY IMPAIRED 










BANGOR 


RANGELEY HALL, 268 SYLVAN RD 


DLR 


$0.00 


$18,000.00 


0 0 


BANGOR 


REG 3 HUMAN SERVICES BLDG, 396 GRIFFIN RD 


DLT 


$0.00 


$12,000.00 


0 0 


BANGOR 


SCHOODIC HALL - HOGAN RD, 354 HOGAN RD 


DLX 


$0.00 


$10,000.00 


0 0 


CAPE ELIZABETH 


B10 CONCESSION, 109 BOWERY BEACH RD 


FFB 


$0.00 


$32,000.00 


0 0 


CASCO 


A 31 CONCESSION, 11 PARK ACCESS RD 


FKF 


$0.00 


$12,500.00 


0 0 


CASTINE 


CURTIS HALL, 50 TARRATINE ST 


FMB 


$0.00 


$8,000.00 


0 0 


CASTINE 


LEAVITT HALL, PLEASANT ST 


FMP 


$0.00 


$17,000.00 


0 0 


CASTINE 


OUICK/PLATZ HALL, 174 BATTLE AVE 


FNJ 


$0.00 


$5,000.00 


0 0 


CASTINE 


SMITH MULTIPURP/ALEXANDER BLDG, PLEASANT ST 


FNP 


$0.00 


$5,000.00 


0 0 


FAIRFIELD 


FRYE ANNEX, 92 WESTERN AVE 


GNV 


$0.00 


$20,000.00 


0 0 


GEORGETOWN 


C9 BATHHSE/CONCESS (TP), 375 SEGUINLAND RD 


HFV 


$0.00 


$45,000.00 


0 0 


HAMPDEN 


POST OFFICE PROCESSING FAC, 16 PENOBSCOT MDW DR 


DNP 


$0.00 


$108,000.00 


0 0 


HAMPDEN 


VENDING MACHINE BLDG NB, 195 NB 


H>CJ 


$40,000.00 


$0.00 


R 0 0 


HAMPDEN 


VENDING MACHINE BLDG SB, 195 SB 


HXQ 


$40,000.00 


$0.00 


R 0 0 


KITTERY 


PORTSMOUTH NAVAL SHIPYARD, BLDG 86 


MYM 


$0.00 


$52,500.00 


0 0 


Kl 1 1 bRY 


VENDING MACHINE BLDG, 195 


JHT 


$60,000.00 


$0.00 


R 0 0 


LEWISTON 


200-216 MAIN ST, 200-216 MAIN ST 


JKN 


$0.00 


$5,000.00 


0 0 


LIMESTONE 


3 ARKANSAS ROAD, 3 ARKANSAS RD 


FHC 


$0.00 


$65,000.00 


0 0 


PORTI AND 


1fi1 MARGINAI WAY 1fi1 MARGINAI WAY 


MNW 

Ivll M V V 




<t;?n 000 00 


0 0 


PORTLAND 


POST OFFICE, 151 FOREST AVENUE 


MST 


$0.00 


$40,000.00 


0 0 


SCARBOROUGH 


SOUTHERN ME DISTRIBUTION CTR, 79 POSTAL WAY 


NXD 


$0.00 


$52,000.00 


0 0 


YARMOUTH 


VENDING MACHINE BLDG, 1295 


RRX 


$40,000.00 


$0.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 

Page 62 of 190 



BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 150 LAB, BLIND AND VISUALLY IMPAIRED 





UNIT 


150 


TOTALS 


$180,000.00 


$1 ,043,700.00 








UNFT 152 


LAB, OFFICE OF REHABILITATION SERVICES 












AUGUSTA 


21 ENTERPRISE DR, 21 ENTERPRISE DR 




CNN 


$0.00 


$306,000.00 




0 


0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 




CNK 


$0.00 


$203,000.00 




0 


0 


BANGOR 


45 OAK STREET, 45 OAK ST 




DJZ 


$0.00 


$101,000.00 




0 


0 


BRUNSWICK 


275 BATH RD, 275 BATH RD 




D0< 


$0.00 


$10,000.00 




0 


0 


E WILTON 


865 US RT 2, 865 US RT 2 




JHN 


$0.00 


$10,000.00 




0 


0 


HOULTON 


91 MILITARY ST, 91 MILITARY ST 




HZS 


$0.00 


$10,000.00 




0 


0 


LEWISTON 


5 MOLLISON WAY, 5 MOLLISON WAY 




JLM 


$0.00 


$156,000.00 




0 


0 


MACHIAS 


53 PRESCOTT DR, 53 PRESCOTT DR 




FBK 


$0.00 


$25,000.00 




0 


0 


PORTLAND 


185 LANCASTER ST, 185 LANCASTER ST 




MTB 


$0.00 


$186,000.00 




0 


0 


PRESQUE ISLE 


66 SPRUCE ST, 66 SPRUCE ST 




MSS 


$0.00 


$45,000.00 




0 


0 


ROCKLAND 


BREAKWATER MARKETPLACE, 91 CAMDEN ST 




NHM 


$0.00 


$55,000.00 




0 


0 




SACO/BIDDEFORD CTR, 1 10 MAIN ST 




NVX 








n 

u 


n 
u 


SKOWHEGAN 


98 NORTH AVE, 98 NORTH AVE 




NZX 


$0.00 


$10,000.00 




0 


0 




UNIT 


152 


TOTALS 


$0.00 


$1,147,000.00 








UNrr 167 


IFW, BUREAU OF ADMINISTRATIVE SERVICES 












ASHLAND 


REGIONAL HO, 63 STATION HILL RD 




BDJ 


$775,000.00 


$75,000.00 


R 


2 


0 


ASHLAND 


STORAGE BLDG-ADMIN, 63 STATION HILL RD 




BDT 


$100,000.00 


$4,000.00 


R 


0 


0 


ASHLAND 


THREE BAY GARAGE, 63 STATION HILL RD 




BOK 


$100,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 



UNFT 167 IFW, BUREAU OF ADMINISTRATIVE SERVICES 



Al IRI I^STA 


?fi4 CIVIC CFNTFR DR ?fi4 CIVIC CFNTFR DR 


CSC 




151 on nnn nn 

vp 1 \J\J j\J\J\J .\J\J 




n 


n 


Al IRI l^iTA 


FNRINFFRING cSTORH^iF ? HATCHFRY RD 


RTI 

LJ 1 l_ 




151 nn nnn nn 

vp 1 \J\J j\J\J\J .\J\J 


1 1 


n 


n 


Al Ifil I^STA 


CSTORF Hni ISF/GARAGF R FFDFRAI ^ST 

o 1 1 1 1 1 iv^uoi /vj/\i 1/1 vji ^ Kj 1 1 Lyi 1 i/vi_ o i 


CST 

WO 1 


i;4nn nnn nn 

vp'TWL/ ] \J\J\J . \J\J 


fjo nnn nn 

vp/ \J j\J\J\J .\J\J 


R 

1 1 


1 


n 


RANROR 


FI^SH AND Wll Dl IFF Rl Dfi R'V) ^STATF ^ST 

1 1 0 1 1 r\\ \ 1— ' V V 1 l—Ly l_l 1 1 Lj^LJ\Jj \J\J\J O 1 / V 1 1 O 1 


Dl 1 


"Rn nn 


liT^n 678 7'i 




n 


n 


RANROR 

LJ/\I N VJ\w/ 1 I 


HAYRARN fiiifi STATF c;T 


DHP 

L/ 1 1 1 


"Rn nn 


1541 ^?fi Q"! 




n 


n 


FNFIFI n 

1 INI 1 1 l_L^ 


HFAnniJARTFRc; If? ODRR RD 

1 11 /\L/VxU/\l I 1 1 1 lO ^ 1 \J LJ LJ 1 ll_^ 


Gl O 


URnn nnn nn 

vpOUU ] \J\J\J . \J\J 


1;?'=; nnn nn 

^)C\J , \J\J\J . \J\J 


R 

1 1 


1 


n 


1 / \ 1 1 1 1 1 1 i—Ly 


CHINFTMIII Rl DG KFNNFRFC 9T 

IIIMI 1 IVIII_I_ LJ l_ LJ , |\I IMIMI LJI \_/ O 1 


GNG 


f,9'^o nnn nn 


f,o nn 


n 

LJ 


n 

yj 


yj 


RRAY 


GRAY HO-ADMIN ^RR 9HAKFR RD 

VjrirAi 1 i^ot rAL^iviiiM, \J\JkJ oi irAixi i i i i L/ 


HNN 

1 II Ml M 


•Rfinn nnn nn 

^p^J\J\J ,yjyjyj .yjyj 


■fiyn nnn nn 


R 


1 


yj 


RRAY 


Pni F RARN - ADMIN ^^iR 9HAKFR RD 

1 \w/l_ 1 UAAIilM rAL^IVIIIM, \J\JkJ OI irAlXI 1 1 1 1 LJ 


RDF 


•fiRn nnn nn 


f,o nn 


R 






1 1 1 1 1 M V 1 l—L^ 1— 


r^RFFNVII 1 F HO GARAGF - ADMIN IQ VII 1 AGF '^T 

\J 111 1 IMvll_l_l 1 IV^ VwJ/AI l/\\wJI rAL^I VI 1 1 M , 1 ^ v 1 L—l— 1_ O 1 


HRD 

1 1 1 I LJ 


^1 nn nnn nn 

vP 1 \J\J ,\J\J\J .\J\J 


ctpc; nnn nn 


R 


n 




f5RFFNVII 1 F 

III 1 1 M V 1 L_L- 1_ 


r^RFFNVII 1 F HO-ADMIN 1Q VII 1 AGF 9T 

1 1 1 1 1 >J V ll_l_l 1 IV^ rAL^IVIIIM, 1 ^ V 1 l_l_/\\w/< 1 O 1 


HRF 

1 ini 


ctfinn nnn nn 


ctfifi nnn nn 


R 


1 


n 


GREENVILLE 


GREENVILLE HO-STORAGE BARN 19 VILLAGE ST 


HRH 


56140 000 00 


$0.00 


R 


0 


0 


JONESBORO 


REGIONAL HQ, 317 WHITNEYVILLE RD 


JFC 


$600,000.00 


$75,000.00 


R 


1 


0 


JONESBORO 


REGIONAL HQ - BARN, 317 WHITNEYVILLE RD 


JFQ 


$160,000.00 


$20,000.00 


R 


0 


0 


SIDNEY 


REGION B HQ, 270 LYONS RD 


NZL 


$600,000.00 


$20,000.00 


R 


1 


0 


SIDNEY 


REGION B POLE BARN, 270 LYONS RD 


NZM 


$100,000.00 


$5,000.00 


R 


0 


0 


STRONG 


STRONG HEADQUARTERS, 689 FARMINGTON RD 


PPG 


$500,000.00 


$75,000.00 


R 


1 


0 


STRONG 


STRONG HQ STORAGE BARN, 689 FARMINGTON RD 


PPD 


$160,000.00 


$0.00 


R 


0 


0 


STRONG 


STRONG HQ STORAGE BLDG ADMIN, 689 FARMINGTON RD 


PPF 


$60,000.00 


$5,000.00 


R 


0 


0 




UNFT 167 


TOTALS 


$6,425,000.00 


$1,101,005.70 









UNIT 168 LAB, OFFICE OF THE COMMISSIONER 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT 168 


LAB, OFFICE OF THE COMMISSIONER 








AUGUSTA 


50 MAPLE ST WAREHOUSE, 50 MAPLE ST 


BOY 


$0.00 


$200,000.00 


0 0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$50,000.00 


0 0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$160,000.00 


0 0 


AUGUSTA 


CULTURAL BLDG, 230 STATE ST 


BQR 


$0.00 


$60,000.00 


0 0 




UNFT 168 


TOTALS 


$0.00 


$470,000.00 




UNFT 169 


LAB, BUREAU OF UNEMPLOYMENT COMPENSATION 








AUGUSTA 


27 BUENA VISTA DR, 27 BUENA VISTA DR 


CNR 


$0.00 


$6,000.00 


0 0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$950,000.00 


0 0 


BANGOR 


45 OAK STREET, 45 OAK STREET 


DJZ 


$0.00 


$550,000.00 


0 0 


BRUNSWICK 


275 BATH RD, 275 BATH RD 


DXX 


$0.00 


$9,000.00 


0 0 


E WILTON 


865 US RT 2, 865 US RT 2 


JHN 


$0.00 


$3,000.00 


0 0 


LEWISTON 


5 MOLLISON WAY, 5 MOLLISON WAY 


JLM 


$0.00 


$9,000.00 


0 0 


PORTLAND 


1 69-1 75 LANCASTER ST, 1 69-1 75 LANCASTER ST 


JTS 


$0.00 


$35,000.00 


0 0 


PORTLAND 


185 LANCASTER ST, 1 85 LANCASTER ST 


MTB 


$0.00 


$50,000.00 


0 0 


PRESOUE ISLE 


66 SPRUCE ST, 66 SPRUCE ST 


MSS 


$0.00 


$105,000.00 


0 0 


READFIELD 


153 THUNDERCASTLE RD, 153 THUNDERCASTLE RD 


ROB 


$0.00 


$6,000.00 


0 0 


SACO 


SACO/BIDDEFORD CTR, 110 MAIN ST 


NVX 


$0.00 


$3,000.00 


0 0 




UNIT 169 


TOTALS 


$0.00 


$1,726,000.00 




UNrr 170 


LAB, BUREAU OF LABOR STANDARDS 








AUGUSTA 


5 WARD ST, 5 WARD ST 


DOC 


$0.00 


$3,000.00 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 170 


LAB, BUREAU OF LABOR STANDARDS 










AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$400,000.00 


0 0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$200,000.00 


0 0 


BROWNVILLE 


91 DAVIS ST, 91 DAVIS ST 


HHN 


$0.00 


$5,000.00 


0 0 


HANCOCK 


26 JELLISON COVE RD, 26 JELLISON COVE RD 


HYT 


$0.00 


$7,500.00 


0 0 


ISLAND FALLS 


66 SHERMAN RD, 66 SHERMAN RD 


GVL 


$0.00 


$3,000.00 


0 0 


JACKSON 


145 SO LONG SWAMP RD, 145 SO LONG SWAMP RD 


DOT 


$0.00 


$3,000.00 


0 0 


LIVERMORE 


1039 RIVER RD, 1039 RIVER RD 


NLH 


$0.00 


$3,000.00 


0 0 


MONMOUTH 


272 ROUTE 135, 272 ROUTE 135 


LWC 


$0.00 


$7,500.00 


0 0 


MONTICELLO 


429 FLETCHER RD, 429 FLETCHER RD 


KJJ 


$0.00 


$5,000.00 


0 0 


NEW LIMERICK 


338 CRESCENT PARK RD, 338 CRESCENT PARK RD 


BPR 


$0.00 


$3,000.00 


0 0 


NEW SHARON 


246 INDUSTRY RD, 246 INDUSTRY RD 


GVF 


$0.00 


$3,000.00 


0 0 


RUMFORD 


1 1 6 KNOX ST, 1 1 6 KNOX ST 


KOP 


$0.00 


$5,000.00 


0 0 


S PARIS 


520 HEBRON RD, 520 HEBRON RD 


MQC 


$0.00 


$3,000.00 


0 0 


S PORTLAND 


225 ALFRED ST, 225 ALFRED ST 


NTK 


$0.00 


$7,500.00 


0 0 


STANDISH 


645 SACO RD, 645 SACO RD 


PMC 


$0.00 


$3,000.00 


0 0 


TOPSHAM 


51 MONROE LN, 51 MONROE LN 


QRX 


$0.00 


$3,000.00 


0 0 


VASSALBORO 


1 2 WILLOW ST, 1 2 WILLOW ST 


QWG 


$0.00 


$3,000.00 


0 0 


VEAZIE 


6 WEDGEWOOD DR, 6 WEDGEWOOD DR 


NVC 


$0.00 


$3,000.00 


0 0 


W GARDINER 


9 RUM RD, 9 RUM RD 


HCK 


$0.00 


$3,000.00 


0 0 


WESTBROOK 


44 EAST VALENTINE, 44 EAST VALENTINE 


NXB 


$0.00 


$3,000.00 


0 0 




UNFT 170 TOTALS 


$0.00 


$676,500.00 





R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 172 


LAB, ME UNEMPLOYMENT INSURANCE COMMISSION 








AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$175,000.00 


0 0 


CAPE ELIZABETH 


11 CRESCENT VIEW AVE, 1 1 CRESCENT VIEW AVE 


BPS 


$0.00 


$6,000.00 


0 0 


CAPE ELIZABETH 


64 OCEAN HOUSE RD, 64 OCEAN HOUSE RD 


BPT 


$0.00 


$6,000.00 


0 0 


HARTFORD 


145 CHURCH ST, 145 CHURCH ST 


BPV 


$0.00 


$6,000.00 


0 0 


PORTLAND 


16 ALTON ST, 16 ALTON ST 


JTJ 


$0.00 


$6,000.00 


0 0 


PORTLAND 


169-175 LANCASTER ST, 169-175 LANCASTER ST 


JTS 


$0.00 


$12,000.00 


0 0 




UNfT 172 


TOTALS 


$0.00 


$211,000.00 




UNIT 180 


LAB, MAINE LABOR RELATIONS BOARD 








AUGUSTA 


ELKINS BLDG, 19 ELKINS LN 


BTF 


$0.00 


$75,000.00 


0 0 




UNfT 180 


TOTALS 


$0.00 


$75,000.00 




UNFT 183 


LAB, DIVISION OF ADMIN HEARINGS 








AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$350,000.00 


0 0 


BANGOR 


45 OAK STREET, 45 OAK STREET 


DJZ 


$0.00 


$6,000.00 


0 0 


LEWISTON 


5 MOLLISON WAY, 5 MOLLISON WAY 


JLM 


$0.00 


$12,000.00 


0 0 


PORTLAND 


185 LANCASTER ST, 185 LANCASTER ST 


MTB 


$0.00 


$6,000.00 


0 0 


TURNER 


9 WATER WAY, 9 WATER WAY 


DCJ 


$0.00 


$1,000.00 


0 0 


WINTHROP 


1 1 4 COTTAGE RD, 1 1 4 COTTAGE RD 


RQJ 


$0.00 


$1,000.00 


0 0 




UNrr 183 


TOTALS 


$0.00 


$376,000.00 





R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT 185 


ADF, STATE CLAIMS COMMISSION 












AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$30,000.00 




0 0 




UNIT 185 TOTALS 


$0.00 


$30,000.00 






UNFT 188 


MR, DEPT OF MARINE RESOURCES 












BANGOR 


1 — lOi 1 A h 1 lAfii r^i II — 1 — m r^/~^ ^ i~ o~rA~n — o~r 

FISH AND WILDLIFE BLDG, 650 STATE ST 


FM 1 

DU 


$0.00 


$44,000.00 




0 0 


BANGOR 


HAYBARN, 656 STATE ST 


DHP 


$0.00 


$10,000.00 




0 0 


CHERRYFIELD 


1 IT — ri r~ i~ A 1 1 o ni~oi~ A n/^i i o~r a ~ri/~\K i ot hoo n\r" oi /^i o nr\ 

LITTLE FALLS RESEARCH STATION, RT 193 DEBLOIS RD 


FVK 


$132,000.00 


$25,000.00 


R 


0 0 


HALLOWELL 


BAKER BLDG, 2 BEECH ST 


1 rr 1 

HTJ 


$0.00 


$596,157.50 




0 0 


HALLOWELL 


CENTFIAL BUILDING, 6 BEECH ST 


1 l\ fl 1 

HVH 


$0.00 


$170,000.00 




0 0 


HALLOWELL 


1 IA\/I~\^KI 1 lO^ Or~^^l 1 OT 

HAYDEN HSE, 17 BEECH ST 


1 iiAfn 

HWB 


$0.00 


$53,300.00 




0 0 


JONESBORO 


REGIONAL HQ, 317 WHITNEYVILLE RD 


||— 

JFC 


$0.00 


$25,000.00 




0 0 


JONESBORO 


REGIONAL HQ - STORAGE SHED, 317 WHITNEYVILLE RD 


JFG 


$2,000.00 


$10,000.00 


R 


0 0 


LAMOINE 


BARN, 23 STATE PARK RD 


JJN 


$0.00 


$60,000.00 




0 0 


LAMOINE 


WATER QUALITY LAB, 22 COAL STATION LN 


JJZ 


$247,170.07 


$123,000.00 


R 


1 0 


ROCKLAND 


MARINE PATROL-WATERCRAFT DIV, 143 RANKIN ST 


NJJ 


$1 ,207,640.00 


$250,000.00 


R 


0 1 


SCARBOROUGH 


361 55 FLEET GARAGE, 51 PLEASANT HILL RD 


NXQ 


$0.00 


$10,000.00 




u u 


SCARBOROUGH 


FENCE-CONFISCATION STORAGE, DUNSTAN RD 


NXG 


$6,980.00 


$0.00 


R 


0 0 


SOUTH PORT 


BOATHOUSE AND SLIP, BURNT ISLAND 


QYQ 


$110,000.00 


$13,000.00 


R 


0 0 


SOUTH PORT 


EDUCATION CENTER, BURNT ISLAND 


QYP 


U'^s'i 000 on 


151 on 000 00 


R 


0 0 


SOUTH PORT 


FOG BELL & STAND, BURNT ISLAND 


QYB 


$1 ,000.00 


$0.00 


R 


0 0 


SOUTH PORT 


LIGHT TOWER & DWELLING, BURNT ISLAND 


QYC 


$2,200,000.00 


$330,000.00 


R 


0 0 


SOUTH PORT 


OIL HOUSE, BURNT ISLAND 


QYK 


$82,500.00 


$0.00 


R 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 



UNFT 188 MR, DEFT OF MARINE RESOURCES 



csni ITHFORT 


CSTORARF CSHFD RIIRNT RI AND 


OYM 

Vj< 1 IVI 


U'i'i 000 00 

vpOO ] \J\J\J . \J\J 


000 00 

^)C\J , \J\J\J . \J\J 


R 

1 1 


n 


n 


Ov— /l-J 1 1 1 1 v^l I 1 


CSIIRMARINF r.ARI F RIIRNT RI AND 


OYS 


"Rfift POO 00 


150 00 


1 1 


n 


n 


VFA7IF 


qppu qjoRAfiF CSHFD IflflRIVFRCST 


OXI 


U'S 000 00 

vpO j\J\J\J . \J\J 


1;? 000 00 

] \J\J\J . \J\J 


R 

1 1 


n 


n 


W RDOTHRAY 


#1 RIRFI OW 1 AR 180 MCKOWN PT RD 

Tr 1 LJ 1 \Ji 1 l—Vy V V i—T^LJj 1 1 Vl WIN F 1 IlL^ 


DYD 


151 81*; 000 00 


150 00 


R 

1 1 


o 


n 




#in ROM FR HOIISF Pflfl MCKOWN PT RD 


DY 1 


l;'iQ4 000 00 


fAR'^ 000 00 


R 

1 1 


o 


4 


W RDOTHRAY 

V V LJ\y\^ 1 ri LJr^ 1 


*1 1 DOCK H^SF/CI Jl Tl IRF CTR MCKOWN PT RD 


DYI 

LJ I L- 


U'i'iO 000 00 

^)\J\J\J ] \J\J\J . \J\J 


150 00 


R 

1 1 


1 

1 


n 


W ROOTHRAY 

Vv LJ\_y \_y 1 1 1 LJ/ \ I 


#1? OA9 9HFn ?f)f) MCKOWN PT RD 

TT 1^ oi II 1— 'j ^\J\J iviwiX'^vviN n 1 1 I LJ 


DYP 


\p^yj jVj^yj .yjyj 


•to 00 


P 


n 


n 


W ROOTHRAY 

VV LJ\_/\_/ 1 1 1 LJ/ \ 1 


4t-\rs FA9T PIFR AT OFFICF/I AR MCKOWN PT RD 

TT 1 o 1 /AO 1 nil 1 I i \ 1 '^i 1 1 wi / i_/\LJ , 1 vioi V V 1 N n 1 i i lj 


OYH 

VX I 1 1 


<R?7^ nnn oo 


<R^0 000 00 

^^)^J^J ,yjyjyj .\jyj 


Q 

n 


n 


n 


W ROOTHRAY 

VV LJ\_/\_/ 1 1 1 LJ/ \ I 


#1 4 WF9T PIFR AT OFFICF/I AR MCKOWN PT RD 

ttit^vvi OI nil 1 I f \ 1 '^i 1 1 wi / i_/\LJ J 1 vi\_/i \ WIN I 1 1 1 Ly 


OY 1 


f,?7^ 000 00 


<RR 000 00 


Q 

n 


n 


n 


W BOOTH BAY 


#2 BOAT STORAGE/SHOP 186 MCKOWN PT RD 

TT ^ LJ\_/# \ 1 1 \_/ 1 1/ 1 / 1 1 J 1 1 V 1 Wa/ V V 1 >l 1 1 1 IL^ 


DYH 


561 013 100 00 

vp 1 j\J 1 vjj 1 \J\J .\J\J 


$435 71 0 30 


R 


0 


0 


W BOOTH BAY 


#5 BARN BLDG, MCKOWN PT RD 


DYX 


$165,000.00 


$85,168.12 


R 


0 


0 


W BOOTH BAY 


#6 STORAGE GARAGE, MCKOWN PT RD 


DYZ 


$99,000.00 


$0.00 


R 


0 


0 


W BOOTH BAY 


#7 BIOCHEMISTRY BLDG, 192 MCKOWN PT RD 


DYF 


$893,200.00 


$0.00 


R 


1 


0 


W BOOTH BAY 


#8 LAB/AQUARIUM, 194 MCKOWN POINT RD 


QYD 


$11,424,600.00 


$4,500,000.00 


R 


2 


5 


W BOOTH BAY 


#9 WATERFRONT OFFICE BLDG, 200 MCKOWN POINT RD 


QYF 


$1,741,162.50 


$1,072,572.97 


R 


0 


0 


W BOOTH BAY 


WELCH HOUSE, 143 MCKOWN PT RD 


DZB 


$770,000.00 


$0.00 


R 


1 


0 


W BOOTH BAY 


WELCH HOUSE GARAGE, 143 MCKOWN PT RD 


DZD 


$14,300.00 


$0.00 


R 


0 


0 




UNFT 188 


TOTALS 


$24,152,477.57 


$8,460,908.89 








UNIT 189 


IFW, BUREAU OF RESOURCE MANAGEMENT 












BROWNFIELD 


ACCESS ROAD CAMP, WMA 


DWH 


$15,000.00 


$3,542.70 


R 


0 0 


DOVER FOXCROFT 


WMA CAMP, BULL HILL 


GDF 


$25,000.00 


$1,842.75 


R 


0 


0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 189 


IFW, BUREAU OF RESOURCE MANAGEMENT 






ABC 


DRESDEN 


APPI F RARN RT 1?R 


Rn.1 


$20,000.00 


$10,000.00 


R 


n 


n 


DRESDEN 


RIR r.AMP RT 1 ?R 


\JLJ\J 


$60,000.00 


$10,000.00 


R 


n 


n 


DRESDEN 


RiR r.AMP wnnnciHFn rt 1 ?r 


ROR 


$3,000.00 


$0.00 


R 


n 


n 


DRESDEN 


r.inFR PRF^ic; rt -100 


RDK 


$30,000.00 


$10,000.00 


R 


n 


n 


DRESDEN 


niDFR PRF^ic; nilTHnijCiF RT1PR 




$2,000.00 


$0.00 


R 






DRESDEN 


INDIAN r.AMP ni ITHnijCiF RT1PR 

iiNL^miN wmvir 1 nwLJO^] ri i i^o 




$2,000.00 


$0.00 


R 




n 


DRESDEN 


RT 19R 9TFFI RI ITI FR RI RT 1?R 

ri 1 1 O 1 1 1 L_ LJ\J I l_l_ ll LD\—LJ\J, Fi 1 1 


\JILJ\JI 


$100,000.00 


$100,000.00 


R 


u 


0 
u 


ENFIELD 


HO POI F RARM 1 MR PDRR RD 


V_3I-I- 


$40,000.00 


$10,000.00 


P 


n 

u 


n 

u 


FRYEBURG 


WAI KFR*^ FAI 1 9 PAK/IP RRDWNFIFI D WMA 




$48,620.25 


$1,842.75 


P 


n 

u 


n 
u 


HODGDON 


Hnnr^nnM PA^/lP-c;T^RFc;l-lF^ 


HYM 
n T IN 


$2,952.60 


$0.00 


p 
ri 


n 

u 


u 


MONTVILLE 


FRYF MC)\ IMTAIM POI F RARM WAI KFR RIDHF RD 


K II 
r\ijL_ 


$35,144.55 


$4,000.00 


p 


n 


n 


MONTVILLE 


FRYF MOI INTAIN PRIVY WAI KFR RinnF RD 


K in 


$1,050.00 


$1,000.00 


P 


n 


n 


MONTVILLE 


FRYF Mm INTAIN ^JTORARF ciHFn WAI KFR RIDRF RD 


K IM 


$5,000.00 


$2,000.00 


R 


n 


n 


MONTVILLE 


FRYF Mm INTAIN ciTORF RARN WAI KFR RIDRF RD 


K IN 


$90,000.00 


$6,000.00 


R 


n 


n 


RICHMOND 


ir.ARRAR/RACiCjHn/PRCiTHCi/PnWI 1 WMA cjWAN RI AND 


MFR 

ivim 


$5,000.00 


$525.00 


R 


n 


n 


RICHMOND 


O/^ AD A D DDOT LJ II 1 /D/^IAII 1 lAf^ >l A 0\Af A M lOI A MP* 

2CAR tU GAK-rRb 1 HILL/rOWLLWMA, bWAN IbLAND 


^ ACT 
Mr 1 


$15,000.00 


$5,109.30 


R 


0 


0 


RICHMOND 


ANDIR LEANTO01 STEVEPOWLL WMA, SWAN ISLAND 


MFV 


$2,000.00 


$0.00 


R 


0 


0 


RICHMOND 


ANDIR LEANTO10 STEVEPOWLL WMA, SWAN ISLAND 


MFX 


$2,000.00 


$0.00 


R 


0 


0 


RICHMOND 


ANDIR LEANT02 STEVEPOWELL WMA, SWAN ISLAND 


MFZ 


$2,000.00 


$0.00 


R 


0 


0 


RICHMnND 


ANDIR LEANT03 STEVEPOWELL WMA, SWAN ISLAND 


MGB 


nnn no 


<Rn on 


R 


0 


0 


RICHMOND 


ANDIR LEANT04 STEVEPOWELL WMA, SWAN ISLAND 


MGD 


$2,000.00 


$0.00 


R 


0 


0 


RICHMOND 


ANDIR LEANT05 STEVEPOWELL WMA, SWAN ISLAND 


MGF 


$2,000.00 


$0.00 


R 


0 


0 


RICHMOND 


ANDIR LEANT06 STEVEPOWELL WMA, SWAN ISLAND 


MGH 


$2,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 

Page 70 of 190 



TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 189 


IFW, BUREAU OF RESOURCE MANAGEMENT 






ABC 


RICHMOND 


ANniR 1 FANTn? ciTFVFPDWFI 1 WMA cjWAN AND 
m NL^ III i_^m N 1 \y 1 o 1 ^ V w V V ^i_i_ v v ivm, o v vm n ioi— m nl^ 


MR 1 


$2,000.00 


$0.00 


R 


n 


n 

\J 


RICHMOND 


ANniR 1 FANTnS cjTFVFPnWFI 1 WMA cjWAN l^il AND 
m NL^ III i_^m N 1 o 1 ^ V V V ^i_i_ v v ivm, o v vm n ioi— tai nl^ 


MRI 


$2,000.00 


$0.00 


R 


n 


n 


RICHMOND 


ANniR 1 FANTDQ ciTFVFPnWFI 1 WMA cjWAN Rl AND 
m NL^ III i_^m N 1 o 1 ^ V w V V ^i_i_ V V ivm, o v vm n ioi— m >il^ 


MRN 

iViVJII N 


$2,000.00 


$0.00 


R 


n 


n 


RICHMOND 


PPRRY 1 ANniNR RAc; H^iF NORTH FRONT c;T 


NMR 


$5,000.00 


$368.55 


R 


n 


n 


RICHMOND 


HFRRARnRnATHCiF cjTFVFPnWFI 1 WMA cjWAN l^il AND 
ri ^DDmiL^Dwn 1 rno^ o i ^ v w v v ^i_i_ v v ivm, o v vm n ioi— tai nl^ 


MRP 


$15,000.00 


$2,000.00 


R 


n 




RICHMOND 


HIRfilNCi-MAyWFI 1 fiAR cipnWFI 1 WMA c;\a/AN l^il AND 
mv^v^iiNo ivm/\v V ^i_i_v^mi on wvv^i_i_ vvivm, ovvmN iol^ainl^ 


MRR 


$10,000.00 


$525.00 


R 


n 


n 


RICHMOND 


1 ANDINr; ^TDR ^HFD ^PDWFI 1 WMA 9WAN 191 AND 


MRV 


$5,000.00 


$614.25 


R 


n 
u 


n 
u 


RICHMOND 


PARKRRI FMH^iF-Pl I^TD CiPDWFI 1 WMA c:WAN l^il AND 




$78,750.00 


$6,139.35 


il 


n 

u 


n 

u 


RICHMOND 


PIFR *^WAM 191 AMD 


MHK 


$300,000.00 


$0.00 


R 
ii 


n 


n 
u 


RICHMOND 




\\l\\J^£- 


$85,960.35 


$2,455.95 


R 


n 

u 


u 


RICHMOND 


POWFI 1 H9F nARAnF9/*^PnWFI 1 WK/IA 9WAM 1*^1 AMD 


ivirncj 


$4,132.80 


$1,228.50 


p 


n 


n 


RICHMOND 


PDWFI 1 H*^F TOni *^Hn/*^Pn\A/FI 1 WK/IA *^\A/AN 1*^1 AND 


MUD 


$3,070.20 


$1 ,228.50 


p 


n 
u 


n 
u 


RICHMOND 


PDWFI 1 H^iF wnnnciHn/ciPnwFi i wma cjwan i^^i and 

r v^vv^i_i_ rno^ V vwwL^on L^/ Or w V V ^i_i_ vvivm, ovvmN loi— niNL^ 


MHF 


$1 ,050.00 


$525.00 


R 


n 


n 


RICHMOND 


PRIpqjq RnATHCiF-CiTVPnWFI 1 WMA cjWAN l^il AND 

r rii^o 1 o o\yr\ 1 rno^ o i V r V V ^i_i_ V V ivm, o v vm n ioi— aai n 


MHI-I 


$10,000.00 


$2,000.00 


R 


n 


n 


RICHMOND 


Rppn HDI |CiF ciTFVF POWFI 1 WMA cjWAN l^il AND 


MM 1 


$61 ,400.85 


$24,560.55 


R 




n 


RICHMOND 


Ol "TDV LJ^DD A r3rM_IO^ OD/^XAICI 1 lAf^)IA OlA/AM lOI A MP* 

bLI DA HtDDARUHbt brOWtLL WMA, bWAN IbLAND 


^ >iLji 
MHL 


$67,540.20 


$1 ,050.00 


R 


0 


0 


RICHMOND 


SWAN ISLAND BATHOUSE, SWAN ISLAND 


MFJ 


$80,000.00 


$1 ,000.00 


R 


0 


0 


RICHMOND 


WADE BARN STEVE POWELL WMA, SWAN ISLAND 


MHN 


$1 ,050.00 


$525.00 


R 


0 


0 


RICHMOND 


WADE EO SHED STEVE POWELL WMA, SWAN ISLAND 


MHP 


$8,596.35 


$30,699.90 


R 


0 


0 




GERVAIS PARCEL STORAGE SWMA, 53 MANSON LIBBY RD 


NXM 


<R?n nnn no 

^>£.\J j\J\J\J .\J\J 


■sm nnn nn 


R 


0 


0 


SCARBOROUGH 


GERVAIS PARCEL TOWER SWMA, 53 MANSON LIBBY RD 


NXN 


$20,000.00 


$0.00 


R 


0 


0 


SCARBOROUGH 


NATURE CTR WILDLIFE MGMT AREA, HWY 9 


NXJ 


$70,061.00 


$1,050.00 


R 


0 


0 


STETSNTN TWP 


FLAGSTAFF CAMP, LONG FALLS DAM RD 


PNB 


$15,000.00 


$2,455.95 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT 189 


IFW, BUREAU OF RESOURCE MANAGEMENT 










STRONG 


STORAGE BLDG, 689 FARMINGTON RD 


FWB 


$20,000.00 


$1,181.25 


R 


0 0 


T10R10WELS 


ELBOW POND CAMP, 


QDB 


$21,967.05 


$1,842.75 


R 


0 0 




UNIT 189 


TOTALS 


$1,423,346.20 


$257,313.00 






UNrr 189A 


IFW FISHERIES 












T18 R10 WELS 


CAMP OVERLOOK, CONNORS COVE RD 


DSF 


$45,000.00 


$7,500.00 


R 


0 0 


T18R10WELS 


CAMP OVERLOOK STORAGE SHED, CONNORS COVE RD 


DSH 


$5,000.00 


$2,000.00 


R 


0 0 




UNIT 189A 


TOTALS 


$50,000.00 


$9,500.00 






UNFT 189B 


IFW, HATCHERIES 












AUGUSTA 


fipMpRATDR Rl rid R? HATPHFRY RD 


RWP 


$40,000.00 


$0.00 


R 


0 0 


AUGUSTA 


nnVFRNDR HII 1 ? PAR nARARF R? HATPHFRY RD 


Rvy 

LJ V /X 


$40,000.00 


$5,904.15 


R 


0 0 


AUGUSTA 


RDVFRNnR HII 1 P-DNANT H^iF ft? HATPHFRY RD 


RWR 

D V V D 


$130,000.00 


$5,000.00 


R 


0 0 


AUGUSTA 


RnVFRNnR HII 1 RARARF/RRINn RM ft? HATPHFRY RD 


Rwn 

EJ VV 


$150,000.00 


$20,000.00 


R 


0 0 


AUGUSTA 


GOVtKNOR HILL HA 1 CH ZCARGAKAGt, 82 HA 1 CHtRY RD 


BWr 


$60,000.00 


$20,000.00 


R 


0 0 


AUGUSTA 


GOVERNOR HILL HATCHERY BLDG, 82 HATCHERY RD 


BWH 


$585,000.00 


$50,000.00 


rl 


u u 


AUGUSTA 


LABORATORY, 81 HATCHERY RD 


CDD 


$150,000.00 


$150,000.00 


R 


0 0 


AUGUSTA 


02 TANK, 82 HATCHERY RD 


CDG 


$115,000.00 


$0.00 


R 


0 1 


Al IGI I^TA 


POOL ROOFS-GOV HILL HATCH, 82 HATCHERY RD 


CLF 


<t;i?f) f)f)f) Of) 


•fin Of) 


R 


0 0 


CASCO 


2 CAR GARAGE, 70 FISH HATCHERY RD 


FJR 


$40,000.00 


$0.00 


R 


0 0 


CASCO 


3 BAY GARAGE, 70 FISH HATCHERY RD 


FJT 


$90,000.00 


$15,000.00 


R 


0 0 


CASCO 


CASCO GRIND RM/GARAGE/OFFICE, 70 FISH HATCHERY RD 


FLB 


$150,000.00 


$17,711.40 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 189B IFW, HATCHERIES 



CASCO 


CLAIR BLDG, 70 FISH HATCHERY RD 


FLO 


$250,000.00 


$0.00 


R 


0 


0 


CASCO 


DWELLING DUPLEX, 42 FISH HATCHERY RD 


FLF 


$240,000.00 


$0.00 


R 


0 


0 


CASCO 


ET BLDG, 70 FISH HATCHERY RD 


FLK 


$650,000.00 


$2,000.00 


R 


0 


0 


CASCO 


GENERATOR BLDG, 70 FISH HATCHERY RD 


FKZ 


$30,000.00 


$0.00 


R 


0 


0 


CASCO 


HATCHERY BLDG/DWELLING, 70 FISH HATCHERY RD 


FLH 


$450,000.00 


$15,000.00 


R 


0 


0 


CASCO 


02 TANK, 70 FISH HATCHERY RD 


FLG 


$115,000.00 


$0.00 


R 


0 


1 


CASCO 


POOL ROOFS, 70 FISH HATCHERY RD 


FLD 


$180,000.00 


$0.00 


R 


0 


0 


CASCO 


ULTRA VIOLET BLDG & UNITS, 70 FISH HATCHERY RD 


FU 


$350,000.00 


$5,000.00 


R 


0 


0 


EMBDEN 


2 CAR GARAGE, 809 ACROSS TOWN RD 


GKJ 


$40,000.00 


$5,000.00 


R 


0 


0 


EMBDEN 


DWELLING/DUPLEX, 809 ACROSS TOWN RD 


GKL 


$240,000.00 


$0.00 


R 


0 


0 


EMBDEN 


ET BLDG, 809 ACROSS TOWN RD 


GKM 


$650,000.00 


$2,000.00 


R 


0 


0 


EMBDEN 


GARAGE/GRINDING RM, 809 ACROSS TOWN RD 


GKN 


$130,000.00 


$17,711.40 


R 


0 


0 


EMBDEN 


GENERATOR UNIT, 809 ACROSS TOWN RD 


GKG 


$25,000.00 


$0.00 


R 


0 


0 


EMBDEN 


NEW STORAGE BARN, 809 ACROSS TOWN RD 


GKB 


$120,000.00 


$20,000.00 


R 


0 


0 


EMBDEN 


02 TANK, 809 ACROSS TOWN RD 


GKC 


$115,000.00 


$0.00 


R 


0 


1 


EMBDEN 


TANK PAVILION, 809 ACROSS TOWN RD 


GKF 


$1 ,500,000.00 


$20,000.00 


R 


0 


0 


EMBDEN 


UV BUILDING, 809 ACROSS TOWN RD 


GKH 


$550,000.00 


$2,000.00 


R 


0 


0 


ENFIELD 


CLAIR BLDG, 188 COBB RD 


GLK 


$250,000.00 


$0.00 


R 


0 


0 


ENFIELD 


ET BLDG, 188 COBB RD 


GLH 


$650,000.00 


$2,000.00 


R 


0 


0 


ENFIELD 


GATE HOUSE, 188 COBB RD 


GKR 


$8,000.00 


$0.00 


R 


0 


0 


ENFIELD 


GENERATOR UNIT, 188 COBB RD 


BNW 


$35,000.00 


$0.00 


R 


0 


0 


ENFIELD 


HATCHERY 2 CAR GARAGE #1 , 1 88 COBB RD 


GKT 


$40,000.00 


$6,000.00 


R 


0 


0 


ENFIELD 


HATCHERY 2 CAR GARAGE #2, 1 88 COBB RD 


GKV 


$40,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 



UNFT 189B IFW, HATCHERIES 



FNFIFI n HATCHFRY Rl Dfi 1ft8 CDRR RD 

1 INI 1 1 l—Ly 1 l/V 1 V^l 11 11 1 LJt—LJ\Jj 1 KJKJ WV^tJtJ 1 IL^ 


RKX 


vpOOU ] \J\J\J . \J\J 


1571 fi17 35 

vp/ 1 j\J 1 / .\J\J 


R 

1 1 


1 

1 


n 


FNFIFI D HATCHFRY DWFI 1 INfi #1 18R CORR RD 

1 \\l 1 1 l—Ly 1 \r\ 1 II II 1 LJV VI l_l_l 1 N \Ji TT 1 ] 1 OO wV^tJtJ 1 1 


RK7 


15140 nnn nn 

vp 1 '"TkJ j\J\J\J .\J\J 


tin nn 


1 1 


1 


n 


FNFIFI n HATCHFRY DWFI 1 INR SP/OFFICF 1RR CDRR RD 

1 INI 1 1 l—Ly 1 l/ \ 1 1 II II 1 l_y V V 1 l_l_l 1 NVJ^ TiCI 1 \KJ\ , 1 OO WV^tJtJ 1 ii_y 


Rl F 

V^l— 1 


i;i4n nnn nn 


"Rl ? nnn nn 

vp 1 Cj\J\J\J .\J\J 


R 

1 1 


1 


n 


FNFIFI D HATCHFRY DWFI 1 INR #T 18R CORR RD 

1 INI 1 1 l_l_y 1 l/ \ 1 KJl II II 1 V VI l_l_M N TTO] I OO WV^tJtJ 1 1 l_y 


Rl R 

1— LJ 


151 4n nnn nn 

vp 1 '"TkJ j\J\J\J .\J\J 


i;n nn 


R 

1 1 


1 


n 


FNFIFI D HATCHFRY Pni F RARN IRRCnRRRD 

1 INI 1 1 l_l_y 1 l/ \ 1 V^l II II 1 1 l_l LJ/\I ll N , 1 \J\J WV^tJtJ 1 ll_y 


Rl R 


i;8n nnn nn 

vpOU ] \J\J\J . \J\J 


"Rl n nnn nn 

vp 1 \J j\J\J\J .\J\J 


R 

1 1 


n 


n 


FNFIFI n NFW HATCHFRY FN TFR Rl DR 1RR CORR RD 

1 INI 1 1 l_l_y INI V V 1 l/V 1 V^l II 1 I 1 1 1 1_ 1 1 1 1 LJ l_l_y VJ^ , 1 OO WV^tJtJ 1 1 


Rl P 

i_r 


UQnn nnn nn 

vp ^\J\J ] \J\J\J . \J\J 


"Rn nn 


R 

1 1 


n 


n 


FNFIFI n n? TANK 188 CORR RD 

^IMI II l_ 1— / irAIMiX, 1 (J(J LJ LJ 1 1 L/ 


Rl M 

VJIL_l VI 


lii 1"! nnn nn 


f,o nn 


P 


n 


1 


FNFIFI D ni D HATCHFRY Fll TFR Rl DR IRR CORR RD 

^1 M 1 II i—LJ \_/ 1— 1—/ 1 irA 1 Ol II 111 1 1 1_ 1 l_ li \-J \—\-J\Ji , 1 UU \_/ \_/LJ U 1 1 l_y 


Rl n 


liinn nnn nn 

vp 1 yjyj ,yjyjyj .yjyj 


^n nn 


n 


n 


n 


FNFIFI D ni D HATCHFRY RARARF 188 CRRR RD 

^IMI II i—LJ \_/ 1— 1— / 1 irA 1 wl II 1 t 1 \_yl/\l l/\\_yll , 1 \J\J \_/V_/LJLJ 1 1 l_y 


RNV 

LJI N V 


<Rfin nnn nn 


lin nn 


Q 

n 


n 


n 


FNFIFI n Pnni roofs 188CORRRn 

^IMI 1 L_ L_ l_/ 1 \_/ v_/ L_ 1 1 O, i UU v_/ LJ U 1 I L/ 


Rl R 


cti «n nnn nn 


^n nn 


p 

n 


n 


n 


FNFIFI D VISITOR CFNTFR 188 CORR RD 

^IMI 1 1_ L_ l_/ V lOI 1 \_/ 1 1 wl In I 1 li, 1 KjKj \_y \_y LJ U 1 1 L/ 


Rl C 


1^14 3^=1 nn 


<ti nnn nn 


p 

n 


n 


n 


RRAND 1 AKF STREAM PI #1 SINRI F DWFI 1 INR 14 FISH HATCHFRY 1 N 

\Jk \ \r\\ M Ly LTAiX^ O 1 fl^m Vl P L TT 1 Oil N 1— 1— l_y VV ^LLI 1 MVJI) I'-t \ lOI 1 1 \r\ 1 Ol 1 ^li I LIN 


HKT 

1 ll\ 1 


(tiAfi nnn nn 

vp 1 '-r\Jj\J\J\J .\J\J 


ctQ nnn nn 


R 

n 


n 


n 


RRAND 1 AKF STRFAM PI #? SINRI F DWFI 1 INR 14 FISH HATCHFRY 1 N 

V^ru^l N LJ^IX^ O 1 Fl^i^l Vl I L TTi^ Oil NV^L^ V V ^LLII NV^ j 1 *T 1^ lOFl Fl/^ 1 wri^ll 1 l—W 


HKV 

n i \ V 


i;i4n nnn nn 

vp 1 *'T\J j\J\J\J .\J\J 


1;? fi?5 nn 

vpil. ] \JC-\J . \J\J 


R 

1 1 


n 


n 


RRAND 1 AKF STRFAM PI 1 CAR RARARF STORARF Rl DR 14 FISH HATCHFRY 1 N 

1 l#VI N l_y l_/\l \l O 1 1 ll /VIVl 1 L 1 V^/ll I VJ/\I I/IVJI O 1 \w/l l/\VJI LJ l_l_^V^ , 1 *-r 1 1 0 1 1 1 l/V 1 V^l II II 1 l_l N 


HKX 


i;?n nnn nn 

vp^U ] \J\J\J . \J\J 


1;? 85? 3n 

vp^ ] \J\JC .\J\J 


R 

1 1 


n 


n 


RRAND 1 AKF STRFAM PI ? CAR RARARF 14 FISH HATCHFRY 1 N 

1 l/VI N U l_/Vl \l O 1 1 1 1 /\l V 1 1 L ^ V^/VI I VJ^/VI l/VVJ^I , 1 1 1 0 1 1 1 l/V 1 1 II II 1 l_l N 


HK7 

1 1 1 \Z_ 


i;4n nnn nn 

VPT" W 5 \J\J\J . \J\J 


"Rn nn 


R 

1 1 


n 


n 


GRAND LAKE STREAM PL FILTER BLDG, 14 FISH HATCHERY LN 


HLD 


$300,000.00 


$3,000.00 


R 


0 


0 


GRAND LAKE STREAM PL GARAGE/GRINDING RM, 14 FISH HATCHERY LN 


HLF 


$150,000.00 


$20,000.00 


R 


0 


0 


RRAND 1 AKF 'STRFAM PI RFNFRATRR Rl DR 14 FRW MATHHFRY 1 N 


HLH 


$30,000.00 


<cp nnn nn 


R 


n 


n 


GRAND LAKE STREAM PL HATCHERY BLDG, 14 FISH HATCHERY LN 


HU 


$275,000.00 


$13,263.60 


R 


0 


0 


GRAND LAKE STREAM PL HOUSE #3, 14 FISH HATCHERY LN 


HLB 


$140,000.00 


$0.00 


R 


0 


0 


GRAND LAKE STREAM PL POOL ROOFS, 14 FISH HATCHERY LN 


HLL 


$80,000.00 


$3,000.00 


R 


0 


0 


GRAY 1 CAR GARAGE #1 8, 1 61 WEYMOUTH RD 


HMH 


$30,000.00 


$0.00 


R 


0 


0 


GRAY COAL SHED #3, 1 61 WEYMOUTH RD 


HMT 


$10,000.00 


$525.00 


R 


0 


0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 










(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 189B 


IFW, HATCHERIES 








ABC 


GRAY 


DWELLING SINGLE #17, 161 WEYMOUTH RD 


HMZ 


$140,000.00 


$0.00 




n 


n 


GRAY 


DWELLING SINGLE #20, 155 WEYMOUTH RD 


HNB 


$140,000.00 


$0.00 


R 


n 


n 


GRAY 


GARAGE #4, 161 WEYMOUTH RD 


HNJ 


$50,000.00 


$10,000.00 


R 


n 


n 


GRAY 


GRINDING ROOM #2, 161 WEYMOUTH RD 


HNP 


$30,000.00 


$2,361 .45 


R 


n 


n 


GRAY 


LOWER HATCHERY DWELLING, 161 WEYMOUTH RD 


HNX 


$650,000.00 


$50,000.00 


R 


n 




GRAY 


02 TANK, 161 WEYMOUTH RD 


HPC 


$115,000.00 


$0.00 


R 


n 


1 


GRAY 


PELLET HOUSE, 161 WEYMOUTH RD 


HNF 


$30,000.00 


$2,455.95 


p 


n 
u 


n 
u 


GRAY 


POOL ROOFS, 161 WEYMOUTH RD 


HPD 


$150,000.00 


$0.00 


P 


n 

u 


n 

u 


GRAY 


TRUCK GARAGE/WORKSHOP, 161 WEYMOUTH RD 


HNH 


$90,000.00 


$30,000.00 


P 


n 


n 
u 


GRAY 


UPPER HATCHERY WORKSHOP, 161 WEYMOUTH RD 


HNZ 


$200,000.00 


$15,000.00 


P 


n 


n 
u 


NEW GLOUCESTER 


DAM HOUSE, 312 FISH HATCHERY RD 


KOH 


$15,000.00 


$1,000.00 


P 


n 


n 


NEW GLOUCESTER 


ENTRANCE SINGLE DWELLING, 62 FISH HATCHERY RD 


KSJ 


$140,000.00 


$0.00 


P 


n 


n 


NEW GLOUCESTER 


FREEZER BLDG/GARAGE, 62 FISH HATCHERY RD 


KPH 


$120,000.00 


$15,000.00 


R 


n 


n 


NEW GLOUCESTER 


GENERATOR BLDG, FISH HATCHERY RD 


KPC 


$40,000.00 


$0.00 


R 


n 


n 


NEW GLOUCESTER 


NEW HATCHERY BLDG, 312 FISH HATCHERY RD 


KRL 


$700,000.00 


$60,000.00 


R 


n 


n 


NEW GLOUCESTER 


02 TANK, 312 FISH HATCHERY RD 


KPN 


$115,000.00 


$0.00 


R 


0 


1 


NEW GLOUCESTER 


OLD HATCHERY BLDG, 312 FISH HATCHERY RD 


KQN 


$120,000.00 


$4,000.00 


R 


0 


0 


NEW GLOUCESTER 


POOL COVER, FISH HATCHERY RD 


KSS 


$80,000.00 


$0.00 


R 


0 


0 


NEW GLOUCESTER 


UPPER GARAGE, TROUT RUN RD 


KSR 


$30,000.00 


$0.00 


R 


0 


0 


NFW Gl ni ICF'^TFR 


1 ippFR 9INGI F DWFi 1 ING TROI IT Rl IN RD 

\Jl I I 1 1 Oil M*vll— 1 V V 1 l_l_ll , 1 1 1 1 ll^ 1 M 1 


K'^H 

l\OI 1 


<Ri4n nnn on 


<Rn on 


R 


0 


0 


PALERMO 


3 BAY GARAGE, 200 GORE RD 


MCX 


$60,000.00 


$10,000.00 


R 


0 


0 


PALERMO 


CLAIR BLDG, 200 GORE RD 


MCK 


$250,000.00 


$0.00 


R 


0 


0 


PALERMO 


DWELLING,SINGLE,BY POOLS, 200 GORE RD 


MCZ 


$140,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 






LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 
















ABC 


UNFT 189B 


IFW, HATCHERIES 














PALERMO 


DWELLING,SINGLE,ON HILL, 200 GORE RD 






MDB 


$140,000.00 


$0.00 


R 0 0 


PALERMO 


ET BLDG, 200 GORE RD 






MCG 


$650,000.00 


$2,000.00 


R 0 0 


PALERMO 


GARAGE/GRINDING RM/OFFICE, 200 GORE RD 






MDD 


$150,000.00 


$30,000.00 


R 0 0 


PALERMO 


02 TANK, 200 GORE RD 






MCC 


$115,000.00 


$0.00 


R 0 1 


PALERMO 


PALERMO STORAGE BLDG, 200 GORE RD 






MDF 


$20,000.00 


$2,500.00 


R 0 0 


PALERMO 


POOL ROOFS, 200 GORE RD 






MDH 


$150,000.00 


$0.00 


R 0 0 


PHILLIPS 


GARAGE/HATCHERY, 147 FISH HATCHERY RD 






MHR 


$160,000.00 


$10,000.00 


R 0 0 


PHILLIPS 


GENERATOR BLDG, 147 FISH HATCHERY RD 






MHO 


$30,000.00 


$2,000.00 


R 0 0 


PHILLIPS 


ISOLATION BLDG, 147 FISH HATCHERY RD 






MHM 


$3,000.00 


$0.00 


R 0 0 


PHILLIPS 


POOL & COVER, 147 FISH HATCHERY RD 






MHC 


$150,000.00 


$2,000.00 


R 0 0 


PHILLIPS 


SINGLE DWELLING, 147 FISH HATCHERY RD 






MHT 


$100,000.00 


$0.00 


R 0 0 


PHILLIPS 


SPRING HOUSE, 147 FISH HATCHERY RD 






MHG 


$9,600.00 


$0.00 


R 0 0 


III 1 1^^^^ 

PHILLIPS 


STABLE/GARAGE, 147 FISH HATCHERY RD 






MHV 


$1 5,000.00 


$1 ,000.00 


R 0 0 


RAYMOND 


FISH TRAP FACILITY, 15 MILL ST 






NGL 


$74,970.00 


$1,050.00 


R 0 0 






UNfT 


189B 


TOTALS 


$17,414,925.00 


$775,377.60 




UNrr 1915 


BDS, DMH DENTAL CLINIC 












PORTLAND 


63 PREBLE ST, 63 PREBLE ST 






NQY 


$0.00 


$350,000.00 


0 0 






UNIT 


1915 


TOTALS 


$0.00 


$350,000.00 




UNrr 194 


BDS, RIVERVIEW PSYCHIATRIC CENTER 








AUGUSTA 


CARPENTER SHOP, 10 BLOSSOM LN 






BPX 


$440,160.00 


$60,000.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 






LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 
















ABC 


UNFT 194 


BDS, RIVERVIEW PSYCHIATRIC CENTER 








All 1 1 ^^^r A 

AUGUSTA 


RIVERVIEW PSYCHIATRIC CENTER, 250 ARSENAL ST 




BRB 


$27,000,000.00 


$4,100,000.00 


R 3 2 


AUGUSTA 


TRAINING HOUSE (CAPE COD), 17 INDEPENDENCE DR 




BSD 


$0.00 


$25,000.00 


0 0 






UNIT 


194 


TOTALS 


$27,440,160.00 


$4,185,000.00 




UNrr 195 


BDS, DOROTHEA DIX PSYCHIATRIC CENTER 








BANGOR 


A BUILDING, 656 STATE ST 






DCX 


$10,725,000.00 


$730,803.27 


R 3 0 


BANGOR 


A-1 LAUNDRY, 656 STATE ST 






DCZ 


$3,250,000.00 


$381 ,301 .23 


R 0 0 


BANGOR 


B BLDG, 656 STATE ST 






DDL 


$7,175,000.00 


$224,790.73 


R 0 0 


BANGOR 


B-1 OFFICE BLDG, 656 STATE ST 






DDR 


$2,537,500.00 


$78,000.00 


R 0 0 


BANGOR 


C BLDG, 656 STATE ST 






DFF 


$10,250,000.00 


$399,925.03 


R 0 0 


BANGOR 


D BLDG, 656 STATE ST 






DFV 


$14,350,000.00 


$216,644.12 


R 0 0 


BANGOR 


E BLDG, 656 STATE ST 






DGB 


$10,250,000.00 


$242,532.95 


R 0 0 


BANGOR 


F BUILDING-STATE ST, 656 STATE ST 






DGR 


$11,275,000.00 


$213,392.96 


R 0 0 


BANGOR 


HAYBARN, 656 STATE ST 






DHP 


$950,000.00 


$0.00 


R 0 0 


BANGOR 


HEDIN HALL, 650A STATE ST 






DHX 


$600,000.00 


$0.00 


D 1 0 


BANGOR 


K BUILDING, 656 STATE ST 






DJF 


$10,250,000.00 


$995,067.79 


R 0 0 


BANGOR 


MAINT/GROUNDS BLDG, 656 STATE ST 






DJV 


$2,475,000.00 


$276,242.25 


R 0 0 


BANGOR 


PASSAGEWAYS, 656 STATE ST 






DKT 


$240,500.00 


$0.00 


R 0 0 






UNIT 


195 


TOTALS 


$84,328,000.00 


$3,758,700.33 




UNrr 201 


COR, CORRECTIONS, DEPARTMENT OF 








ALFRED 


LEASED, TWO LAYMAN WAY 






BDO 


$0.00 


$300,000.00 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 




LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 














ABC 


UNrr 201 


COR, CORRECTIONS, DEPARTMENT OF 










AUGUSTA 


TYSON BLDG, 25 TYSON DR 




CTN 


$0.00 


$800,000.00 




0 0 




UNIT 


201 


TOTALS 


$0.00 


$1,100,000.00 






UNFT 204 


COR, LONGCREEK YOUTH DEVELOPMENT CENTER 










S PORTLAND 


FACILITY OPS-PURINTON #23, 675 WESTBROOK ST 




NTR 


$1 ,765,780.00 


$225,000.00 


R 


1 0 


S PORTLAND 


HOUSE A-HERITAGE HOUSE, 677 WESTBROOK ST 




NQN 


$150,000.00 


$0.00 


R 


1 0 


S PORTLAND 


LONG CREEK CORRECTIONAL, 675 WESTBROOK ST 




NNK 


$36,000,000.00 


$1,080,000.00 


R 


1 0 




UNIT 


204 


TOTALS 


$37,915,780.00 


$1,305,000.00 






UNrr 205 


COR, MAINE CORRECTIONAL CENTER 










WINDHAM 


ADMIN BUILDING, 17 MALLISON FALLS RD 




RML 


$13,125,000.00 


$1,312,500.00 


R 


2 2 


WINDHAM 


BARRACK BLDG #1,17 MALLISON FALLS RD 




RMN 


$402,000.00 


$38,410.00 


R 


0 0 


WINDHAM 


BARRACK BLDG #2, 17 MALLISON FALLS RD 




RMP 


$241 ,500.00 


$13,409.71 


R 


0 0 


WINDHAM 


BARRACK BLDG #3, 17 MALLISON FALLS RD 




RMR 


$241 ,500.00 


$13,409.71 


R 


0 0 


WINDHAM 


BARRACK BLDG #4, 17 MALLISON FALLS RD 




RMT 


$305,847.83 


$50,000.00 


R 


0 0 


WINDHAM 


CANVAS POLE BARN, 17 MALLISON FALLS RD 




HKG 


$12,000.00 


$16,000.00 


rl 


u u 


WINDHAM 


DORM #6, 17 MALLISON FALLS RD 




RMV 


$1,113,525.00 


$82,687.50 


R 


0 0 


WINDHAM 


GREENHOUSE, 17 MALLISON FALLS RD 




RNF 


$6,000.00 


$5,000.00 


R 


0 0 


WINDHAM 

V V 1 1 M LJ\ irAI VI 


INDUSTRIES BLDG, 17 MALLISON FALLS RD 




RNB 




^78 750 on 


R 


0 1 


WINDHAM 


KENNEL, 17 MALLISON FALLS RD 




RMZ 


$5,000.00 


$1,500.00 


R 


0 0 


WINDHAM 


KITCHEN/DINING HALL, 17 MALLISON FALLS RD 




RND 


$1 ,252,438.90 


$367,500.00 


R 


0 1 


WINDHAM 


LEASED LOCATION, 608 ROOSEVELT TRAIL 




BJL 


$0.00 


$250,000.00 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 205 


COR, MAINE CORRECTIONAL CENTER 












WINDHAM 


MAINTENANCE HEADQUARTERS, 17 MALLISON FALLS RD 


RPD 


$300,000.00 


$125,000.00 


R 


0 1 


WINDHAM 


MAINTENANCE PIPE SHOP, 17 MALLISON FALLS RD 


RNH 


$80,000.00 


$24,138.13 


R 


0 0 


WINDHAM 


MIN SEC DORM #5, 17 MALLISON FALLS RD 


RNL 


$1,113,525.00 


$82,687.50 


R 


0 0 


WINDHAM 


MULTI-PURPOSE HSING BLDG, 17 MALLISON FALLS RD 


RNN 


$6,890,625.00 


$385,875.00 


R 


0 0 


WINDHAM 


OAK HAVEN, 17 MALLISON FALLS RD 


RNP 


$162,488.53 


$43,409.71 


R 


0 0 


WINDHAM 


PIGGERY, 17 MALLISON FALLS RD 


RNT 


$125,000.00 


$50,000.00 


R 


0 0 


WINDHAM 


POLE BARN #2, 17 MALLISON FALLS RD 


RNX 


$30,000.00 


$16,000.00 


R 


0 0 


WINDHAM 


SEWAGE PUMPING STATION, 17 MALLISON FALLS RD 


RNZ 


$210,000.00 


$9,923.60 


R 


0 0 


WINDHAM 


SWITCH GEAR STATION, 17 MALLISON FALLS RD 


PLV 


$10,000.00 


$225,000.00 


R 


0 0 


WINDHAM 


WAREHOUSE/OFFICE/INDUSTR STORE, 17 MALLISON FALLS RD 


RPJ 


$600,000.00 


$35,000.00 


R 


0 0 


WINDHAM 


WOMEN'S UNIT, 17 MALLISON FALLS RD 


RNO 


$4,500,000.00 


$300,000.00 


R 


0 0 




UNIT 205 TOTALS 


$31,656,313.09 


$3,526,200.86 






UNrr 206 


COR, MAINE STATE PRISON 












THOMASTON 


1 9069 INDW STOREHSE 1 & APT, 359 MAIN ST 


QPZ 


$180,994.43 


$200,000.00 


R 


0 0 


THOMASTON 


1 9080 30 SHIP ST, 30 SHIP ST 


OPL 


$168,720.00 


$5,000.00 


R 

ri 


u u 


THOMASTON 


1 9082 26 SHIP ST, 26 SHIP ST 


QNP 


$168,720.00 


$0.00 


R 


0 0 


THOMASTON 


19091 22 SHIP ST, 22 SHIP ST 


ONL 


$217,550.00 


$2,500.00 


R 


0 0 


THOMASTON 


19097 MAINTENANCE BLDG, 392 MAIN ST 


QQD 


UT^fi 55Q on 


151 on 000 00 


R 


0 0 


THOMASTON 


19098 PEARSON BLDG-SHOWROOM, 358 MAIN ST 


OOF 


$2,500,000.00 


$542,006.00 


R 


0 0 


WARREN 


19086 FIREHOUSE, 516 GUSHING RD 


RBK 


$100,000.00 


$30,500.00 


R 


0 0 


WARREN 


19114 SPECIAL MANAGEMENT HSING, 807 GUSHING RD 


RCN 


$9,453,600.00 


$450,000.00 


R 


0 7 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT 206 


COR, MAINE STATE PRISON 












WARREN 


53880 BUILDING 2 / SUPPORT, 807 CUSHING RD 


SCB 


$5,037,300.00 


$900,000.00 


R 


4 2 


WARREN 


53888 MEDIUM HOUSING UNIT, 807 CUSHING RD 


SBH 


$17,058,060.00 


$350,000.00 


R 


0 3 


WARREN 


53913 CLOSE HOUSING UNIT, 807 CUSHING RD 


SBZ 


$17,152,560.00 


$350,000.00 


R 


0 3 


WARREN 


53914 PROGRAMS BLDG 3, 807 CUSHING RD 


SCF 


$6,764,760.00 


$250,000.00 


R 


0 0 


WARREN 


BUILDING 1 / COMBINATION, 807 CUSHING RD 


SBV 


$22,791 ,420.00 


$4,292,974.00 


R 


0 7 


WARREN 


DOG KENNEL, 807 CUSHING RD 


QPF 


$20,600.00 


$0.00 


R 


0 0 


WARREN 


GATE BLDG 7 AND FENCE, 807 CUSHING RD 


SCH 


$1 ,000,000.00 


$10,000.00 


R 


0 0 


WARREN 


RADIO BLDG & ANTENNAS, 807 CUSHING RD 


RBM 


$12,940.00 


$0.00 


R 


0 0 




UNFT 206 


TOTALS 


$82,963,783.43 


$7,482,980.00 






UNIT 208 


COR, STATE PAROLE BOARD 












AUGUSTA 


TYSON BLDG, 25 TYSON DR 


CTIM 


$0.00 


$2,500.00 




0 0 




UNR" 208 


TOTALS 


$0.00 


$2,500.00 






UNIT 211 


COR, CHARLESTON CORRECTIONAL FACILITY 










CHARLESTON 


BLDG# 101 WATER SUPPLY BLDG, 1202 DOVER RD 


FSN 


$19,000.00 


$1 ,000.00 


rl 


u u 


CHARLESTON 


BLDG# 103 ADM BLDG SEGR BLDG, 1202 DOVER RD 


FSP 


$1 ,000,000.00 


$50,000.00 


R 


0 0 


CHARLESTON 


BLDG# 105 DORM II, 1202 DOVER RD 


FQL 


$685,000.00 


$70,000.00 


R 


0 0 


(-•LJARi F^TDN 


BLDG# 106 HEATING PLANT, 1202 DOVER RD 


FON 


151 '^^0 000 00 


"Rpon 000 00 


R 


4 0 


CHARLESTON 


BLDG# 107 RECEIVING, 1202 DOVER RD 


FOP 


$685,000.00 


$5,000.00 


R 


0 0 


CHARLESTON 


BLDG# 108 VISITOR RM & SGT OFF, 1202 DOVER RD 


FSR 


$501 ,000.00 


$60,000.00 


R 


0 0 


CHARLESTON 


BLDG# 1 1 0 KITCHEN, 1 202 DOVER RD 


FOR 


$500,000.00 


$200,000.00 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 211 


COR, CHARLESTON CORRECTIONAL FACILITY 






ABC 


CHARLESTON 


Ri DOM 11? nnRM III 1 ?n? ddn/fr rd 


FOT 


$685,000.00 


$70,000.00 


R 

n 


n 


n 


CHARLESTON 


RI nR# in WFi niNR ri i ?n? nnvFR Rn 


FOV 


$73,000.00 


$26,948.00 


n 


n 


1 

1 


CHARLESTON 


Rl nR# 114 MAINTFNANr.F Rl i?n? nnvFR Rn 


F^iV 

ro V 


$685,000.00 


$220,000.00 


D 

n 


n 


1 

1 


CHARLESTON 


Rl nR# 1 1Q RY^ylNACill iM i?n? nnvFR Rn 

DI—L^VJlTT 1 1 C7 1 IVII NAAOILJ IVI, 1 ^\J£. V ^li liL^ 


Fny 


$900,000.00 


$75,000.00 


D 

n 


n 




CHARLESTON 


Rl nR# 1?n 1 FARNINR P.TR IPfl? nnvFR Rn 

DI—L^VJlTT I £.\J l—^milNIINVJl will] 1 ^L/^ L^WV^ri liL^ 


Fn7 


$500,000.00 


$100,000.00 


n 






CHARLESTON 


Rl nRit 1 ?R ciFWARF TRFAT PI ANT 1 ?n? nnVFR Rn 




$220,000.00 


$30,000.00 


p 




n 


CHARLESTON 


Rl nr;# ?nn 9P an pdn nnr; kfnnfi i?n? nnvFR Rn 


FRT 

m 1 


$44,000.00 


$5,000.00 


p 


u 


0 
u 


CHARLESTON 


Rl Pn? RADIO POK/IKyi/^TDR WH9F IPDP DOVFR RD 


FRY 


$0.00 


$5,512.50 




0 
u 


n 

u 


CHARLESTON 


Rl nn# 'PVfK \A/H*^F IP FOl IIP IPflP DDVFR RD 


FR7 


$153,000.00 


$10,000.00 


P 


n 


n 
u 


CHARLESTON 


Rl nn# pn4 pns a p w op*^ ipnp dovfr rd 


F9R 

n OD 


$31 ,500.00 


$10,000.00 


n 


n 


n 
u 


CHARLESTON 


Rl nn# Pn7 WATFR POMTR PI IK/IP *^TA 1 POP DOVFR RD 


FTR 


$46,000.00 


$0.00 


R 


n 


n 


CHARLESTON 


Rl nr5# P1 n ^^TORAOF \A/H*^F 1 POP nnvFR RD 

LJl—LyVJlTT ^ 1 U O 1 \_/ liAAVJJ 1 v v IIO 1 C-\J^ UKJ VI ll riLy 


non 


$234,000.00 


$50,000.00 


R 


n 


n 


CHARLESTON 


Rl nfia ?n Fl FC PWR R. VFH '^TOR IPfl? nnvFR Rn 


Fin 


$231 ,000.00 


$16,000.00 


p 


n 


n 


CHARLESTON 


BLDG# 400 WATER SUPPLY BLDG 1202 DOVER RD 


FSL 


$19,000.00 


$1 ,000.00 


R 


0 


0 


CHARLESTON 


DORM 1, 1202 DOVER RD 


FTJ 


$1 ,500,000.00 


$200,000.00 


R 


0 


0 


CHARLESTON 


INDUSTRIES OUT BLDG, 1202 DOVER RD 


FSD 


$36,000.00 


$20,000.00 


R 


0 


0 


CHARLESTON 


INDUSTRIES POLE BARN 1, 1202 DOVER RD 


FQC 


$188,000.00 


$71 ,000.00 


R 


0 


0 


CHARLESTON 


INDUSTRIES POLE BARN/KILN #2, 1202 DOVER RD 


FSC 


$255,000.00 


$136,000.00 


R 


0 


0 


CHARLESTON 


INDUSTRIES SAW MILL #1 , 1202 DOVER RD 


FOG 


$200,000.00 


$100,000.00 


R 


0 


0 


CHARLESTON 


PLUMBING & REPAIR SHOP, 1202 DOVER RD 


FTP 


$45,000.00 


$3,000.00 


R 


0 


0 


CHARLESTON 


WOOD DRYING KILN #1, 1202 DOVER RD 


FOK 


$37,000.00 


$10,000.00 


R 


0 


0 




UNIT 211 


TOTALS 


$11,022,500.00 


$1,745,460.50 









R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNfT 213 


DVS, MILITARY BUREAU 








ABC 


AUGUSTA 


AUGUSTA ARMORY, 185 WESTERN AVE 


BMP 


$14,820,957.80 


$25,000.00 


R 

1 1 






AUGUSTA 


BLDG #13, COLD STORAGE, Camp K, 194 WINTROP ST 


BLQ 


$342,720.00 


$25,000.00 


P 

n 


0 


0 


AUGUSTA 


BLDG #14, USPFO WHSE, Camp Key, 194 WINTROP ST 


BLR 


$5,075,700.00 


$25,000.00 


D 

n 


o 


n 


AUGUSTA 


BLDG #24, SIMULATOR BLDG, Camp, 194 WINTROP ST 


BLS 


$826,875.00 


$25,000.00 


D 

n 


A 
*+ 


0 


AUGUSTA 


BLDG #30, USPFO PRINT PLANT Dl, 194 WINTROP ST 


BLV 


$1 ,673,000.00 


$25,000.00 


D 

n 


1 


0 

\J 


AUGUSTA 


BLDG #33, COLD STORAGE, Camp K, 194 WINTROP ST 


BLW 


$1 ,506,000.00 


$25,000.00 


n 


0 


0 


AUGUSTA 


BLDG #34/39, USPFO & PRINT PLA, 194 WINTROP ST 


BLX 


$5,164,720.00 


$25,000.00 


P 
n 


o 


n 

u 


AUGUSTA 


BLDG #35, CSMS, Camp Keyes, 1 94 WINTROP ST 


BLY 


$2,236,520.00 


$25,000.00 




n 
u 


i 
1 


AUGUSTA 


BLDG #37, CSMS, Camp Keyes, 1 94 WINTROP ST 


BMX 


$5,412,440.00 


$25,000.00 


R 


p 


p 


AUGUSTA 


BLDG #42, TS BILLETS, Camp Key, 1 94 WINTROP ST 


BNC 


$112,000.00 


$25,000.00 


p 


n 


n 
u 


AUGUSTA 


BLDG #5, CSMS, Camp Keyes, 194 WINTROP ST 


BLP 


$1 ,729,175.00 


$25,000.00 


p 


o 


1 


AUGUSTA 


BLDG 10, ANG CAMP KEYES OFFICE, CAMP KEYES 10 


CJX 


$439,460.00 


$0.00 


p 


i 
1 


n 


AUGUSTA 


BLDG 12 CAMP KEYES, CAMP KEYES 12 


BML 


$727,650.00 


$25,000.00 


R 


p 


0 


AUGUSTA 


BLDG 15/16 CAMP KEYES, CAMP KEYES 15/16 


BMY 


$877,275.00 


$25,000.00 


R 


p 


0 

\J 


AUGUSTA 


BLDG 3, PT FACILITY CAMP KEYES, CAMP KEYES 3 


NZP 


$420,450.00 


$250,000.00 


R 


1 


0 

\J 


AUGUSTA 


BLDG 36, CAP, CAMP KEYES, CAMP KEYES 36 


BWX 


$655,014.36 


$0.00 


R 


0 


0 


AUGUSTA 


BLDG 6 FMO WAREHOUSE CMP KEYES, CAMP KEYES 6 


BVH 


$3,365,600.00 


$500,000.00 


R 


1 


1 


AUGUSTA 


BLDG 8, DFE, CAMP KEYES, CAMP KEYES 8 


BTT 


$2,452,100.00 


$500,000.00 


R 


2 


1 


AUGUSTA 


BLDG 9, ANG CAMP KEYES OFFICES, CAMP KEYES 9 


CKD 


$339,780.00 


$10,000.00 


R 


1 


0 




r^ATFHDI I9F A 9Fni IRITY FFNCF 1 94 WINTHROP 9T 

\jrA 1 1 1 I^^I^OI CX Ol \_/ \J 1 I III II 1 MWI , 1 V V 1 1 M 1 1 1 1 1 O 1 


RTC 

LJ 1 O 


<tQi nnn nn 


\pyj.yjyj 


R 


0 


0 


AUGUSTA 


JOINT FORCES HQS CAMP KEYES #7, 194 WINTHROP ST 


CPJ 


$9,998,045.40 


$50,000.00 


R 


1 


0 


BANGOR 


300-AFRC FED OWNED, 300 HILDRETH ST NO 


czx 


$7,829,262.10 


$25,000.00 


R 


3 


0 


BANGOR 


BLDG 255 ARMY BAND FED OWNED, 28 HAYES ST 


DDN 


$2,474,120.00 


$25,000.00 


R 


2 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 213 


DVS, MILITARY BUREAU 








ABC 


BANGOR 


BLDG 345 AVIATION ARMORY FED, 345 CLEVELAND ST 


DDH 


$2,133,670.00 


$25,000.00 


D 

n 


1 
1 


n 


BANGOR 


STARBASE PROGRAM, 105 MANIAC AVE 


DDC 


$0.00 


$100,000.00 






n 


BELFAST 


BELFAST ARMORY, LOWER CONGRESS ST 


DQP 


$5,410,240.00 


$25,000.00 


D 

n 




n 


BREWER 


BREWER ARMORY, 133 ELM ST 


DTP 


$6,235,680.00 


$25,000.00 


D 

n 




n 


CALAIS 


CALAIS ARMORY, 80 CALAIS AVE 


DZX 


$3,495,800.00 


$25,000.00 


n 


p 


n 


CALAIS 


MOTOR VEHICLE STORAGE BLDG, CALAIS AVE 


FBP 


$670,880.00 


$0.00 


R 

n 


n 


n 


CARIBOU 


FIELD MAINTENANCE SHOP #5, 20 NORTH ST 


BND 


$1 ,599,180.00 


$25,000.00 


p 

n 


1 


1 


CARIBOU 


SOLMAN ARMORY, 59 YORK ST 


FGS 


$9,791 ,775.00 


$25,000.00 


P 


p 


n 
u 


HOULTON 


HOULTON ARMORY, 134 PLEASANT ST 


HZP 


$3,999,160.00 


$25,000.00 




p 


n 


LEWISTON 


LEWISTON ARMORY, 55 ALFRED PLOURDE PW 


JLF 


$4,606,140.00 


$25,000.00 


P 


o 


0 
u 


LEWISTON 


MOTOR VEHICLE STORAGE BLDG, 55 ALFRED PLOURDE PW 


JLC 


$462,080.00 


$0.00 


R 
n 


1 


n 


NORWAY 


NORWAY ARMORY, 36 ELM ST 


KWX 


$3,873,100.00 


$25,000.00 


R 


p 


u 


PORTLAND 


FIELD MAINTENANCE SHOP #1, 772 STEVENS AVE 


BNF 


$2,91 1 ,260.00 


$25,000.00 


R 

n 


p 


1 

1 


PORTLAND 


MOTOR VEHICLE STORAGE BLDG, 772 STEVENS AVE 


MPB 


$770,165.00 


$0.00 


R 


0 


0 


PORTLAND 


STEVENS AVE ARMORY & FMS 1 , 772 STEVENS AVE 


MSX 


$1 1 ,920,260.00 


$25,000.00 


R 


3 


1 


SANFORD 


SANFORD ARMORY, FRONT ST 


NWH 


$3,449,600.00 


$25,000.00 


R 


2 


0 


SKOWHEGAN 


SKOWHEGAN ARMORY, 56 NORTH SCHOOL ST 


PDL 


$6,121,060.00 


$25,000.00 


R 


2 


0 


WATERVILLE 


WATERVILLE ARMORY, 74 DRUMMOND AVE 


RFR 


$8,199,620.00 


$25,000.00 


R 


2 


0 


WATERVILLE 


WTVL WMD-CST READY BLDG, 1 ARMORY RD 


RDC 


$3,652,660.00 


$0.00 


R 


3 


0 


WESTBROOK 


MOTOR VEHICLE STORAGE BLDG, STROUDWATER ST 


RLV 


$528,360.00 


$0.00 


R 


0 


0 


WESTBROOK 


WESTBROOK ARMORY, 134 STROUDWATER ST 


RLX 


$3,314,960.00 


$25,000.00 


R 


2 


0 




UNIT 213 


TOTALS 


$151,715,514.66 


$2,160,000.00 









R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 214 


DVS, MAINE EMERGENCY MANAGEMENT AGENCY 








AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$1 ,000,000.00 


0 0 


AUGUSTA 


J&M CAMPER CARGO TRAILER 1 , 653 CIVIC CENTER DR 


BMM 


$0.00 


$9,000.00 


0 0 


AUGUSTA 


J&M CAMPER CARGO TRAILER 2, 653 CIVIC CENTER DR 


BMN 


$0.00 


$9,000.00 


0 0 


AUGUSTA 


J&M CAMPER CARGO TRAILER 3, 653 CIVIC CENTER DR 


BMQ 


$0.00 


$9,000.00 


0 0 


AUGUSTA 


J&M CAMPER CARGO TRAILER 4, 653 CIVIC CENTER DR 


BMR 


$0.00 


$9,000.00 


0 0 


AUGUSTA 


J&M CAMPER CARGO TRAILER 5, 653 CIVIC CENTER DR 


BMW 


$0.00 


$9,000.00 


0 0 




UNFT 214 


TOTALS 


$0.00 


$1,045,000.00 




UNIT 215 


DVS, BUREAU OF VETERANS' SERVICES 








AUGUSTA 


JOINT FORCES HQS CAMP KEYES #7, 194 WINTHROP ST 


CPJ 


$0.00 


$80,000.00 


0 0 


BANGOR 


VA VETERANS' CLINIC, 35 STATE HOSPITAL DR 


DJT 


$0.00 


$16,000.00 


0 0 


CARIBOU 


ADMIN OFFICE/MAINTENANCE SHOP, 37 LOMBARD RD 


FGY 


$0.00 


$20,000.00 


0 0 


CHELSEA 


ONE VA CTR, BLDG 248, VA TOGUS RD 


FVB 


$0.00 


$60,000.00 


0 0 


LEWISTON 


LEWISTON VETERANS' CENTER, 35 WESTMINISTER ST 


JKM 


$0.00 


$16,000.00 


0 0 


MACHIAS 


VET SERVICES, 7 COURT ST 


JTT 


$0.00 


$16,000.00 


0 0 


PORTLAND 


PORTLAND VETERANS' CENTER, 475 STEVENS AVE 


MQQ 


$0.00 


$16,000.00 


0 0 


SPRINGVALE 


SPRINGVALE VETERANS CENTER, 628 MAIN ST 


NWC 


$0.00 


$16,000.00 


0 0 


WATERVILLE 


WATERVILLE ARMORY, 74 DRUMMOND AVE 


RPR 


$0.00 


$16,000.00 


0 0 




UNIT 215 


TOTALS 


$0.00 


$256,000.00 




UNFT 21 5C 


DVS, MAINE VETERAN'S CEMETERY 








AUGUSTA 


5 BAY MAINT SHED MT VERNON RD, 163 MT VERNON RD 


CGB 


$170,000.00 


$160,000.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 21 5C 


DVS, MAINE VETERAN'S CEMETERY 








ABC 


AUGUSTA 


ADMIN BLDG MT VERNON RD, 163 MT VERNON RD 


CGC 


$445,000.00 


$75,000.00 


R 

n 


n 


n 


AUGUSTA 


CEMETARY ENTRANCE SIGN, 285 CIVIC CENTER DR 


CGM 


$20,000.00 


$0.00 


n 


n 


n 


AUGUSTA 


CRYPT BLDG #1 , 1 44 BLUE STAR AVE 


BNR 


$30,000.00 


$0.00 


D 

n 


n 


n 


AUGUSTA 


FATHER LECLAIR CHAPEL, 144 BLUE STAR AVE 


CGD 


$262,500.00 


$30,000.00 


D 

n 


n 


n 


AUGUSTA 


GRANITE DIRECTORY WALL, 285 CIVIC CENTER DR 


CGR 


$100,000.00 


$0.00 


n 




n 


AUGUSTA 


GRANITE DIRECTORY WALL, 163 MT VERNON RD 


CGS 


$100,000.00 


$0.00 


p 




n 


AUGUSTA 


MAINTENANCE MT VERNON RD, 163 MT VERNON RD 


CGK 


$554,000.00 


$160,000.00 


p 


u 


1 


AUGUSTA 


MT VERNON RD CHAPEL, 1 63 MT VERNON RD 


CGG 


$554,000.00 


$30,000.00 


P 


n 

u 


n 

u 


AUGUSTA 


NICHE WALLS, 285 CIVIC CENTER DR 


CGO 


$80,000.00 


$0.00 


P 


n 
u 


n 
u 


AUGUSTA 


QUADRANT NICHES, 285 CIVIC CENTER DR 


CGP 


$30,000.00 


$0.00 


p 


0 
u 


n 
u 


AUGUSTA 


VC #4 WATER WELL PUMP HOUSE, 144 BLUE STAR AVE 


CVB 


$2,000.00 


$4,000.00 


P 


n 


n 


AUGUSTA 


VC STORAGE 2 BAY GARAGE SHED#3, 144 BLUE STAR AVE 


CVD 


$0.00 


$50,000.00 




n 


n 


AUGUSTA 


VC STORAGE 3 BAY GARAGE SHED#4, 144 BLUE STAR AVE 


CVF 


$0.00 


$50,000.00 




n 


n 

yj 


AUGUSTA 


VC STORAGE SGL DR GARAGE SHED2, 144 BLUE STAR AVE 


CVH 


$0.00 


$20,000.00 




0 


0 


AUGUSTA 


VET CEMETERY OFFICE & GARAGE#1 , 144 BLUE STAR AVE 


CVJ 


$0.00 


$50,000.00 




0 


0 


CARIBOU 


ADMIN OFFICE/MAINTENANCE SHOP, 37 LOMBARD RD 


FGY 


$735,808.00 


$160,000.00 


R 


0 


0 


CARIBOU 


GRANITE NICHE WALLS, 37 LOMBARD RD 


FKC 


$200,000.00 


$0.00 


R 


0 


0 


SPRINGVALE 


ADMIN BLDG, 83 STANLEY RD 


PKK 


$703,791.00 


$100,000.00 


R 


0 


0 


SPRINGVALE 


COMMITTAL SHELTER, 83 STANLEY RD 


PKJ 


$300,000.00 


$30,000.00 


R 


0 


0 


SPRINGVALE 


GRANITE/MARBLE NICHE WALLS, 83 STANLEY RD 


PKL 


$600,000.00 


$0.00 


R 


0 


0 


SPRINGVALE 


MAINTENANCE BLDG, 83 STANLEY RD 


PKH 


$350,000.00 


$200,000.00 


R 


0 


0 




UNIT 21 5C TOTALS 


$5,237,099.00 


$1,119,000.00 









R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 



UNfT 218 IFW, WARDEN SERVICE 



Al IRI I^STA 


CSTORF HDI ]CiF/RARAfiF ft FFDFRAI ^ST 

O 1 1 1 1 1 IV^l^sJI /VJ/VI l/VVJI ^ KJ 1 1 Lyi 1 l/VI— O 1 


CST 

WO 1 




151 n nnn nn 

vp 1 \J j\J\J\J .\J\J 




n 


n 


r.AcsTi F mi 1 


CAMP ORCI ITT RT 1 


FPF 

1 1 1 


"RRfi nnn nn 


1;? nnn nn 

vp^ ] \J\J\J . \J\J 


R 

1 1 


n 


n 


r.AcsTi F mi 1 


CAMP ORCI ITT fiARARF RT 1 

V^/ll VI 1 V^l IV^U 1 1 VJ/ll l/lVJI , 1 1 1 1 \J\J 


FPH 

1 1 1 1 


"R^n nnn nn 

^)\j\J j\J\J\J .\J\J 


i;n nn 


R 

1 1 






pupqi iNnnnK ram 


pupqi iNnnnK p.amp 


Fwn 


(Cpo 000 00 




R 


0 


0 


CA AYTON 1 AKF 


ni AYTON 1 AKF HOI l^iF CI AYTON 1 AKF 

\Ji l_/ \ 1 1 V^IN l_/\l \l_ 1 IV^ 0 1 ; V-/I— /V 1 1 1 N 1— /\l \ l 


RDK 


mpo 000 00 

vp 1 C\J j\J\J\J .\J\J 


11P0 000 00 


R 

1 1 


1 


1 


FAf^l F 1 AKF 


AIRCRAFT HANfiFR ^? WARDFN 1 ANF 

/VI 1 I V-/ 1 l/VI 1 1 l/\l>JVJ^I II, V V/\l ll_y 1 1 N 1— /\l >J 1 


GDT 


151 '^n nnn nn 

vp 1 \J\J j\J\J\J .\J\J 


155 nnn nn 

vpO ] \J\J\J . \J\J 


R 

1 1 


n 


n 


FARI F 1 AKF 


CAMP INGRAHAM ^? WARDEN 1 ANF 

V 1 1 1 1 N \_J 1 irAIVI, V V i\ 1 I L/ 1 IM 1— rAI M 1 


GDV 


"MO nnn nn 


•Rl ?77 R5 


R 


0 




FAni F 1 AKF 

1 rA\J l_ 1 LrAi \L_ 


PAK/IP IMHRAHAKyi nARAHF '^P WARDFN 1 AMF 

VI 1 IINvJIirAI IrAIVI vJrA lirAvJ 1 , V v rAll l_/ 1 IN 1— TAI N l_ 


\J L/ V V 


ct/0 000 00 


^1 000 00 


P 

n 


0 


0 


FAG! F 1 AKF 


Pi! OT DWFI 1 ING ^? WARDFN 1 ANF 

1 1 1 LJ V V 1 1 1 NJ , V V l\ 1 I LJ 1 1 NJ l_/\l N L_ 


GD7 


*R1P0 000 00 


<^4. Sfi7 SO 


R 


0 


0 


FnWI FR TWP 

1 \_/ V V i_ 1 1 I 1 vvn 


ST CROIX WARDFN CAMP RT14R 

O 1 \_/ 1 iNw/ 1 /\ V V i\ 1 1 LJ 1 IN \_y/\l V 1 1 J 1 1 1 


GYH 

\J I 1 1 


'R4n nnn nn 


1^3 54? 70 


R 


n 




pRppiWIAM TWP 
1 1 1 1 1 ivirAiM 1 vvn 


PRPpiwiAM HAMP RTM^i 

1 111 1 ivirAiN \_//\ 1 V 1 1 , n 1 1 '-tyj 


GY 1 


<tfiO 000 00 


R4? 7^ 


R 


n 


n 


PRppiWIAM T\A/p 
1 1 1 1_ i_ 1 V I/V 1 >j 1 vvn 


PRPpiwiAM P.AMP GARAGF RT 14*1 

1 1 1 1_ l_ 1 V l/\ 1 N V_//\l V 1 1 \_^/\l 1 I 1 l^\J 


GYI 

\J I I— 


ct^O 000 00 


^0 00 


R 


n 


n 




fiRPPMVII 1 F HO-HANGAR 1Q VII 1 AGF ST 

VJ^ 1 II 1 IN V 1 1— 1— 1 1 1 Vx 1 l/VINVJ/VI I, 1 ^ V 1 1—1-^1 VJ^ 1 O 1 


HRI 

1 II KJ 


i;4'in nnn nn 

vp'rOW ] \J\J\J . \J\J 


<|;R4 47n ftQ 


R 

1 1 


1 

1 


1 

1 


riRppMVII 1 F 

VJ^I II 1 IN V 1 I—I—I 


Pll OT'S RARN 1Q VII 1 AGF ST 

1 1 1— 1 O LJ/VI 1 1 N , 1 V 1 1— 1— /VVJ^ 1 O 1 


HRR 

1 II II 1 


uiRn nnn nn 


153 nnn nn 

j\J\J\J .\J\J 


R 

1 1 


n 


n 


1 II Y RAY TWP 

1— 1 1— 1 LJ/ \ 1 1 V V 1 


1 II Y RAY CAMP TAR14 1 II Y RAY RD 

1— 1 1— 1 LJ/ \ 1 \^/\l VI 1 1 / V 1 I 1 *-rj 1— 1 1— I LJ/V 1 1 1 Ly 


IMI 

Ul vIL 


i;4n nnn nn 


153 54? 7n 

vpO ] 0*T^ > / \J 


R 

1 1 


n 


n 


LILY BAY TWP 


LILY BAY PRIVY, LILY BAY RD 


JMQ 


$1 ,050.00 


$0.00 


R 


0 


0 


LYNCHTWN TWP 


PARMACHENEE CAMP, 


JSD 


$30,000.00 


$1,842.75 


R 


0 


0 


LYNCHTWN TWP 


PARMACHENEE OUTHSE, 


JSF 


$1 ,050.00 


"Rn nn 


R 


n 


n 


LYNCHTWN TWP 


PARMACHENEE WOODSHED, 


JSH 


$1 ,050.00 


$525.00 


R 


0 


0 


MAGALLOWY PLT 


SUNDAY COVE CAMP, 


KBV 


$35,000.00 


$2,553.60 


R 


0 


0 


MAGALLOWY PLT 


SUNDAY COVE PRIVY, 


KBX 


$1 ,050.00 


$0.00 


R 


0 


0 


MASS GORE 


MASS BOG CAMP, 


KDZ 


$35,000.00 


$1,842.75 


R 


0 


0 


MASS GORE 


MASS BOG PRIVY, 


KFB 


$1 ,050.00 


$0.00 


R 


0 


0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 










(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 218 


IFW, WARDEN SERVICE 








ABC 


MONTVILLE 


FRYE MTN WARDEN CAMP, HIGH BRIDGE RD 


KJX 


$40,000.00 


$3,307.50 


R 

n 


n 


n 


NAPLES 


NAPLES STORAGE BLDG, THOMPSON PT RD 


KNZ 


$30,000.00 


$0.00 


n 


n 


n 


NAPLES 


NAPLES WARDEN CAMP, THOMPSON PT RD 


KPB 


$120,000.00 


$2,553.60 


n 


u 


u 


PITTSTON ACADEMY 


PITTSTON FARM GARAGE, PITTSTON FARM RD 


MKH 


$40,000.00 


$0.00 




n 


n 


PITTSTON ACADEMY 


PITTSTON FARM HOUSE, PITTSTON FARM RD 


MKJ 


$80,000.00 


$3,542.70 


p 


n 


n 


PITTSTON ACADEMY 


PITTSTON FARM PRIW, PITTSTON FARM RD 


MKC 


$1 ,050.00 


$0.00 


R 

n 


n 


n 


T03 R11 WELS 


RIPOGENUS DAM GARAGE, RIP DAM RD 


PYV 


$40,000.00 


$1,000.00 


p 

n 


0 
u 


0 
u 


T03 R11 WELS 


RIPOGENUS PRE FAB RESIDENCE, RIP DAM RD 


PYX 


$120,000.00 


$7,500.00 


P 


0 
u 


■i 
1 


T04ND 


DUCK LAKE WARDEN CAMP, 


PYZ 


$30,000.00 


$1,653.75 


P 


n 
u 


n 

u 


T04ND 


DUCK LAKE WARDEN CAMP PRIVY, 


PYG 


$1 ,050.00 


$0.00 


p 

n 


0 
u 


n 
u 


T04ND 


DUCK LAKE WARDEN CAMP WOODSHED, 


PYK 


$1 ,575.00 


$0.00 


P 


n 


n 


T05 R11 WELS 


THISSELL PON PRIVY, EAST RD 


BNM 


$1,050.00 


$0.00 


P 


n 


n 


T05 R1 1 WELS 


THISSELL POND CAMP, EAST RD 


BNJ 


$40,000.00 


$2,000.00 


p 


n 


n 


T05 R1 1 WELS 


THISSELL POND WOOD SHED, EAST RD 


BNK 


$5,000.00 


$0.00 


p 


n 


n 


T06 R1 1 WELS 


COFFELOS CAMP, TELOS RD 


QKR 


$80,000.00 


$12,600.00 


p 


n 


1 
1 


T06 R1 1 WELS 


COFFELOS GARAGE, TELOS RD 


QKT 


$30,000.00 


$6,000.00 


R 


0 


0 


T06 R1 1 WELS 


ROUND PD THOROUGH FARE BOATHSE, UMBAZUKUS RD 


QCF 


$10,000.00 


$0.00 


R 


0 


0 


T06 R1 1 WELS 


ROUND PD THOROUGH FARE PRIVY, UMBAZUKUS RD 


QCG 


$1 ,050.00 


$0.00 


R 


0 


0 


T06 R11 WELS 


ROUND PD THOROUGH FARE WOODSHD, UMBAZUKUS RD 


QCK 


$5,000.00 


$0.00 


R 


0 


0 


TOR R1 1 WFI 9 

1 \J\J 1 I 1 1 vv i_i_o 


RDI IND PDND THnRDI IGH FARF CAMP 1 IMRA7I IKI 1=; RD 


ncH 

\_><V_/I 1 


<R3n nnn on 


<R? ^fi1 45 


R 


0 


0 


T07 R08 WELS 


SOWLE RIDGE CAMP, 


QMC 


$20,000.00 


$750.00 


R 


0 


0 


T07 R08 WELS 


SOWLE RIDGE PRIVY, 


QMG 


$1 ,050.00 


$0.00 


R 


0 


0 


T07R15WELS 


CAUCOMGOMAC CAMP, 


QCP 


$35,000.00 


$1,842.75 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT 218 IFW, WARDEN SERVICE 



T07R15WELS 


CAUCOMGOMAC PRIVY, 


BNP 


$1 ,050.00 


$0.00 


R 


0 


0 


T08R13 WELS 


BIG EAGLE LAKE CAMP, 


QCZ 


$35,000.00 


$1,771.35 


R 


0 


0 


T08R13 WELS 


BIG EAGLE LAKE PRIVY, 


QNC 


$1 ,050.00 


$0.00 


R 


0 


0 


T08R14WELS 


ALLAGASH LAKE CAMP, 


QCV 


$35,000.00 


$1,842.75 


R 


0 


0 


T08R14WELS 


ALLAGASH LAKE PRIVY, 


QRS 


$1 ,050.00 


$0.00 


R 


0 


0 


T10R11 WELS 


CLEAR LAKE PRIVY, 


QDM 


$1 ,050.00 


$0.00 


R 


0 


0 


T10 R11 WELS 


CLEAR LAKE WARDEN CAMP (BROWN), 


ODD 


$35,000.00 


$2,940.00 


R 


0 


0 


T11 R13 WELS 


UMSASKIS LK CAMP PRIVY, 


OFB 


$1,050.00 


$0.00 


R 


0 


0 


T11 R13 WELS 


UMSASKIS LK CAMP WOODSHED, 


OFF 


$2,100.00 


$0.00 


R 


0 


0 


T11 R13 WELS 


UMSASKIS LK WARDEN CAMP, 


OFH 


$60,000.00 


$2,553.60 


R 


0 


0 


T11 R17WELS 


DAAOUAM WARDEN HOUSE, REALTY RD 


OFL 


$65,000.00 


$5,109.30 


R 


0 


0 


T11 R17WELS 


DAAOUAM WDN HSE GARAGE, REALTY RD 


OFJ 


$15,000.00 


$1,500.00 


R 


0 


1 


T13R12WELS 


ROUND PD ALLAGASH CAMP, 


QGB 


$35,000.00 


$1,260.00 


R 


0 


0 


T31 MD BPP 


WESLEY WARDEN HOUSE, RT 9 


QJB 


$80,000.00 


$3,193.05 


R 


0 


0 


T31 MD BPP 


WESLEY WARDEN HOUSE GARAGE, RT 9 


QJD 


$40,000.00 


$2,000.00 


R 


0 


0 


T41 MD 


NICATOUS CAMP WOODSHED, 


QKF 


$3,000.00 


$0.00 


R 


0 


0 


141 MD 


NICATOUS PRIVY, 


QKH 


$1 ,050.00 


$0.00 


R 


0 


0 


T41 MD 


NICATOUS WARDEN CAMP, 


QKJ 


$35,000.00 


$1,228.50 


R 


0 


0 


T5 R20 WELS 


BOUNDARY COTTAGE-ST ZACHARIE, GOLDEN RD 


OBH 


$80,000.00 


$3,542.70 


R 


0 


0 


T7 R1 7 WELS 


BAKER LAKE CAMP, BAKER LAKE RD 


OCR 


$89,600.00 


$4,000.00 


R 


0 


0 


T7 R1 7 WELS 


BAKER LAKE GENERATOR SHED, BAKER LAKE RD 


OCC 


$10,000.00 


$0.00 


R 


0 


0 


T7 R1 7 WELS 


BAKER LAKE OUTHOUSE, BAKER LAKE RD 


OCT 


$1 ,050.00 


$0.00 


R 


0 


0 


T9 R1 1 WELS 


CAMP MARIE, 


ODR 


$30,000.00 


$1,416.45 


R 


0 


0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 










(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNfT 218 


IFW, WARDEN SERVICE 










TOPSFIELD 


MUSQUASH WARDEN CAMP, SHAKEDOWN RD 


QRD 


$40,000.00 


$2,952.60 


R 0 0 


TOPSFIELD 


PRIVY FOR MUSQUASH WDN CAMP, SHAKEDOWN RD 


QRF 


$1 ,050.00 


$0.00 


R 0 0 


TOPSFIELD 


WOODSHED FOR MUSQUASH WDN CAMP, SHAKEDOWN RD 


QRR 


$2,000.00 


$0.00 


R 0 0 




UNFT 218 


TOTALS 


$2,927,175.00 


$209,791.99 




UNFT 219 


PS, DEPARTMENT OF PUBLIC SAFETY-ADMIN 








AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$60,000.00 


0 0 




UNIT 219 


TOTALS 


$0.00 


$60,000.00 




UNFT 21 9C 


PS, BUREAU OF CAPITOL POLICE 










AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$35,000.00 


0 0 




UNIT 21 9C 


TOTALS 


$0.00 


$35,000.00 




UNFT 220 


COR, DOWNEAST CORRECTIONAL FACILITY 








MACHIASPORT 


#839 WELL HOUSE, 64 BASE RD 


JYN 


$1 ,287.72 


$5,000.00 


R 0 0 


MACHIASPORT 


1 CAR GARAGE #9, 64 BASE RD 


JWF 


$0.00 


$1,240.00 


0 1 


MACHIASPORT 


2 CAR GARAGE #1 7.5 #1 8.5, 64 BASE RD 


JXF 


$0.00 


$10,000.00 


0 1 


MAP.HiARPnRT 


ADMINISTRATION BLDG, 64 BASE RD 


DZF 


<R1R9 pan nn 




R n 1 


MACHIASPORT 


BLOWER HOUSE, 64 BASE RD 


JVC 


$15,730.00 


$30,000.00 


R 0 0 


MACHIASPORT 


BUILDING #16-C0NTR0L, 64 BASE RD 


JYZ 


$360,000.00 


$50,000.00 


R 1 0 


MACHIASPORT 


DORM III BLDG #15, 64 BASE RD 


JZB 


$540,600.00 


$20,000.00 


R 0 2 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNfT 220 


COR, DOWNEAST CORRECTIONAL FACILITY 










MACHIASPORT 


nnRMc; 1 >l II Rl DR ^t^R R4 RA^iF Rn 


i7n 


$1 ,800,000.00 


$40,000.00 


R 


0 0 


MACHIASPORT 


RARMFNT P.TR R4 RA^IF RR 


I7Y 


$228,000.00 


$50,000.00 


R 


0 1 


MACHIASPORT 


Uni RF it? fi4 RA^iF Rn 


IVT 

UV 1 


$0.00 


$5,000.00 




0 1 


MACHIASPORT 


Uni |CiF flQ fi4 RA^iF RR 


lYP 


$0.00 


$10,000.00 




0 1 


MACHIASPORT 


yFoq HAI 1 RI #17 fi4 RA^iF Rn 
ivi^oo rim_i_ DL-LJ\ji TT 1 / ] Dno^ riL^ 


I7F 


$950,000.00 


$500,000.00 


R 


3 2 


MACHIASPORT 


MDTDR Pnni AA/FI niNR RI Rfi #1 1 R4 RA^iF RR 

iVlw 1 Wri iK^K^LJ V V ^l_L^II NVJI DI_L^VJI TT 1 1 , U*T DAAO^ liL^ 


I7H 


$328,000.00 


$40,000.00 


R 


1 1 


MACHIASPORT 


REQ/c^Q RLDG #12-DCF fi4 BASE RD 


DZH 


$1,300,000.00 


$50,000.00 


R 


2 0 


MACHIASPORT 


SEWAGE LAB, 64 BASE RD 


JVB 


$33,725.00 


$40,000.00 


R 


0 0 


MACHIASPORT 


SEWAGE TREATMENT PLANT, 64 BASE RD 


JZN 


$36,960.00 


$25,000.00 


R 


0 0 


MACHIASPORT 


SUPPLY AND STORAGE, 64 BASE RD 


JZL 


$144,000.00 


$80,000.00 


R 


0 0 


MACHIASPORT 


TRAINING CTR #8, 64 BASE RD 


JZR 


$843,000.00 


$48,763.57 


R 


1 0 


MACHIASPORT 


WATER STORAGE BLDG #845#103, 64 BASE RD 


JZV 


$76,230.00 


$35,000.00 


R 


0 1 


MACHIASPORT 


WOODSHOP, 64 BASE RD 


JZJ 


$72,000.00 


$20,000.00 


R 


0 0 


MACHIASPORT 


WORKSHOP BLDG #300, 64 BASE RD 


JZP 


$142,500.00 


$20,000.00 


R 


0 1 




UNIT 220 TOTALS 


$7,061,312.72 


$1,130,003.57 






UNFT 221 


PS, BUREAU OF HIGHWAY SAFETY 












AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$50,921 .00 




0 0 


AUGUSTA 


LOANED EQ AT VAR LOC STATEWIDE, 45 COMMERCE DRIVE 


CNM 


$0.00 


$515,000.00 




0 0 



UNIT 221 TOTALS $0.00 $565,921.00 



UNIT 222 PS, BUREAU OF STATE POLICE 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 



UNrr 222 PS, BUREAU OF STATE POLICE 



Ai FRFD 

/Vi_i 1 ii Ly 


CSTATF PDI ICF RARRACKc; «^n? WATFRRORO RD 


RRT 

LJ LJ 1 


151 'iOO 000 00 


151 ?0 000 00 

vp 1 ^U]UUU>UU 


R 

1 1 


n 

u 


n 

u 


AI IRI l^iTA 


r.FNTRAI MF COMMFRCF CTR 4'=; COMMFRCF DRIVF 


CNK 


150 00 


151 3?0 000 00 

vp 1 ]VJ^U]UUU>UU 




n 

u 


n 

u 


AI jfil I^STA 


M^SP GARAGF 4'^ COMMFRCF DRIVF 


CNH 


UO 00 


"RfiOO 000 00 

vpUUU ]UUU >uu 




n 

u 


n 

u 


AI IRI jcSTA 


ni D CSTATF Pni ir.F no ^fi HO^SPITAI ^ST 


CRR 


150 00 


151 80 000 00 

vp 1 OU]UUU>UU 




n 

u 


n 

u 


AI IRI jcSTA 


ni D CSTATF POI ir.F HO ^fi HO^SPITAI c:T 


CRR 


150 00 


151 000 000 00 

vp 1 ]UUU]UUU>UU 




n 

u 


n 

u 


AI Ifil I'^TA 


ni D '^TATF POI ICF HO ^f? HO^iPITAI ^ST 


CRR 


UO 00 


151 80 000 00 

vp 1 OU]UUU>UU 




n 


n 

u 


AI ir;i I9TA 


ni n 9TATF PDI IPF HO HD^PITAI cjT 


PRR 

Willi 


<ftn on 


ctiQn nnn nn 

vp 1 OUjUUU.UU 




n 

u 


n 

u 


AI ini I9TA 


STATE CRIMP 1 AR ?fi HOSPITAI ST 


CPD 

I—/ 




*Rp f^nn nnn nn 

vp^,»JUU jUUU.UU 




n 

u 


n 

u 


Fl 1 9WnRTH 

1 l_l_Ov V\_/l 1 1 1 1 


STATF POI ICF RARRACKS IRD RANGOR RD 


G IC 


<R0 00 

vpu.uu 


%^C\ 000 00 

vP»JU,UUU .uu 




n 

u 


n 

U 


GRAY 


STATF POI ICF RARRACKS 1 GAME FARM RD 

o 1 / A 1 1 n '^i—io 1 LJ/AI ll i/A\_/i\o, 1 vjir^i vi^ 1 r^ni vl vxlj 


GDN 

VwJ L/l M 


?73 387 fiO 

vp 1 / 0,0U/ .«JU 


vpO 1 ^ ,«J«JU . / \J 


P 

n 


n 

u 


n 

U 


HOI 11 TON 


^ RAY GARAGF 1 DARCIF DR 


IRX 

ULJ/\ 


•RQO 000 00 

vPv3U,UUU.UU 


vP 1 »J,UUU.UU 


p 

n 


n 

u 


n 

u 


HOI II TON 


STATF POI ICF RARRACKS 1 DARCIF DR 


IRM 


ctp 1 nn nnn nn 

vp^, 1 UUjUUU.UU 


<i,A^^ nnn nn 

vptijij , u u u . u u 


R 

n 


-1 
1 


n 

u 


V^l NVw/ 


STATF POI ICF RARRACKS ?4n MAIN ST 


1 YX 

l_ 1 /\ 


1551 8 000 00 

vpO 1 0]UUU>UU 


i;?oo 000 00 

vp^UU ] uuu > uu 


R 

1 I 


1 


n 

u 


PORTLAND 


TROOP G BARRACKS 2360 CONGRESS ST 


MOD 


$0.00 


$72 000 00 

vp/ ^]UUUiUU 




0 


0 


S PORTLAND 


STATE POLICE GARAGE CROSBY FM, 195 SB 


NTF 


$552,187.12 


$200,000.00 


R 


0 


1 


SKOWHEGAN 


STATE POLICE BARRACKS, 162 WEST FRONT ST 


PDT 


$870,000.00 


$150,000.00 


R 


1 


0 


VASSALBORO 


MCJA BUILDING B, 15 OAK GROVE RD 


QXB 


$0.00 


$200,000.00 




0 


0 


VASSALBORO 


MCJA K9 BUILDING, 15 OAK GROVE RD 


QXC 


$200,000.00 


$20,000.00 


R 


0 


0 


VASSALBORO 


MCJA K9 HORSE STABLE, 2381 RIVERSIDE DR 


OXS 


$40,000.00 


$0.00 


R 


0 


0 


VASSALBORO 


MCJA K9 INDOOR TRN ARENA, 2381 RIVERSIDE DR 


OXW 


$310,000.00 


$0.00 


R 


0 


0 


YORK 


51014 ST POLICE WEIGH STA I95N, 195 NB 


RSP 


$0.00 


$75,000.00 




0 


0 




UNIT 222 


TOTALS 


$7,453,574.62 


$7,829,558.75 









R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 224 


PS, OFFICE OF THE STATE FIRE MARSHAL 








ALFRED 


STATE POLICE BARRACKS, 502 WATERBORO RD 


BBT 


$0.00 


$5,000.00 


0 0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$500,000.00 


0 0 


AUGUSTA 


OLD STATE POLICE HQ, 36 HOSPITAL ST 


CRR 


$0.00 


$10,000.00 


0 0 


BANGOR 


H BUILDING OFFICE CENTER, 106 HOGAN RD 


DHF 


$0.00 


$10,000.00 


0 0 


GRAY 


STATE POLICE BARRACKS, 1 GAME FARM RD 


GDN 


$0.00 


$5,000.00 


0 0 


HOULTON 


STATE POLICE BARRACKS, 1 DARCIE DR 


JBM 


$0.00 


$5,000.00 


0 0 




UNfT 224 


TOTALS 


$0.00 


$535,000.00 




UNIT 225 


COR, MOUNTAIN VIEW YOUTH DEV CENTER 








CHARLESTON 


ANNEX, 1168 DOVER RD 


FSK 


$150,000.00 


$24,150.00 


R 0 3 


CHARLESTON 


HELPING HAND STORAGE, 1 182 DOVER RD 


BPW 


$6,400.00 


$10,000.00 


R 0 0 


CHARLESTON 


MOUNTAIN VIEW CORRECTIONAL, 1 182 DOVER RD 


FTIM 


$26,500,000.00 


$1 ,950,000.00 


R 0 3 


CHARLESTON 


SUPPORT SERVICES BLDG, 1 182 DOVER RD 


FSQ 


$1 ,500,000.00 


$1,440,000.00 


R 0 3 




UNrr 225 


TOTALS 


$28,156,400.00 


$3,424,150.00 




UNIT 226 


PS, BUREAU OF LIQUOR LICENSING 








AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$67,500.00 


0 0 




UNH" 226 


TOTALS 


$0.00 


$67,500.00 




UNIT 228 


PS, MAINE CRIMINAL JUSTICE ACADEMY 








VASSALBORO 


MCJA BUILDING A, 15 OAK GROVE RD 


QWZ 


$0.00 


$168,000.00 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 




LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 














ABC 


UNrr 228 


PS, MAINE CRIMINAL JUSTICE ACADEMY 










VASSALBORO 


MCJA BUILDING B, 15 OAK GROVE RD 




QXB 


$0.00 


$544,146.00 




0 0 


VASSALBORO 


MCJA BUILDING C, 15 OAK GROVE RD 




QXF 


$0.00 


$244,770.00 




0 0 


VASSALBORO 


MCJA BUILDING D, 1 5 OAK GROVE RD 




QWB 


$0.00 


$194,000.00 




0 0 




UNFT 


228 


TOTALS 


$0.00 


$1,150,916.00 






UNrr 229A 


DOT, AERONAUTICS 














AUGUSTA 


AIRPORT LIGHTING SYSTEM, 75 AIRPORT RD 




CFL 


$900,000.00 


$40,000.00 


R 


0 0 


AUGUSTA 


AIRPORT TERMINAL BLDG, 75 AIRPORT RD 




CHV 


$3,000,000.00 


$2,000,000.00 


R 


2 2 


AUGUSTA 


MIF BLDG, 215 WINTHROP ST 




BMF 


$1 ,500,000.00 


$0.00 


R 


1 1 


AUGUSTA 


OLD SRE BLDG, 189 WINTHROP ST 




CHX 


$300,000.00 


$100,000.00 


R 


0 0 


AUGUSTA 


SRE BLDG, 3 OLD WINTHROP ST 




BMC 


$3,000,000.00 


$2,000,000.00 


R 


0 2 


AUGUSTA 


STATE HANGER/FAA OFFICES, 191 WINTHROP ST 




BMH 


$500,000.00 


$40,000.00 


R 


1 1 




UNR" 


229A 


TOTALS 


$9,200,000.00 


$4,180,000.00 






UNIT 229B 


DOT, BRIDGE MAINTENANCE 












BASS HARBOR 


PIER, SHORE RD 




DPF 


$2,500,000.00 


$0.00 


rl 


u u 


BASS HARBOR 


TERMINAL BLDG & PROP, TERMINAL BLDG & PROP 




DPH 


$175,000.00 


$40,000.00 


R 


0 0 


GREAT DIAMOND ISLAND WHARF, GR DIAMOND IS DOCK 




HSH 


$500,000.00 


$0.00 


R 


0 0 


ISLESBORO 


CREW QTRS, 502 FERRY RD 




JBZ 


<R14n 000 00 

vp i '-r\j .yjyj 


1540 000 00 


R 


0 0 


ISLESBORO 


PIER, FERRY RD 




JCF 


$2,300,000.00 


$0.00 


R 


0 0 


ISLESBORO 


TERMINAL, 609 FERRY RD 




JCH 


$160,000.00 


$0.00 


R 


0 0 


LINCOLNVILLE 


PIER - LINCOLNVILLE, MCKAY RD 




JPP 


$2,400,000.00 


$0.00 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 229B 


DOT, BRIDGE MAINTENANCE 












LINCOLNVILLE 


TERMINAL BLDG & PROP, MCKAY RD 


JPZ 


$160,000.00 


$40,000.00 


R 


0 0 


MATINICUS 


WHARF, MARKEY BEACH RD 


KFH 


$350,000.00 


$0.00 


R 


0 0 


NORTH HAVEN 


CREW ORTRS, SOUTH SHORE RD 


KVV 


$160,000.00 


$20,000.00 


R 


0 0 


NORTH HAVEN 


PIER, MAIN ST 


KVX 


$2,350,000.00 


$0.00 


R 


0 0 


NORTH HAVEN 


TERMINAL BLDG & PROP, MAINE ST 


KVZ 


$150,000.00 


$50,000.00 


R 


0 0 


PEAKS ISLAND 


53268 WHARF & VEH FACILITY, WELCH ST 


MDP 


$4,000,000.00 


$0.00 


R 


0 0 


ROCKLAND 


PIER, PORT TERMINAL RD 


NJZ 


$5,000,000.00 


$0.00 


R 


0 0 


ROCKLAND 


TERMINAL BLDG & PROP, 51 7A MAIN ST 


NKH 


$800,000.00 


$750,000.00 


R 


1 0 


SWANS ISLAND 


CREW QUARTERS, ATLANTIC RD 


PPR 


$150,000.00 


$40,000.00 


R 


0 0 


SWANS ISLAND 


PIER-SWANS ISLAND, FERRY RD 


PPT 


$2,400,000.00 


$0.00 


R 


0 0 


SWANS ISLAND 


TERMINAL BLDG & PROP, FERRY RD 


PPV 


$100,000.00 


$20,000.00 


R 


0 0 


VINALHAVEN 


CREW QUARTERS, MOUNTAIN ST 


QXR 


$160,000.00 


$40,000.00 


R 


0 0 


VINALHAVEN 


1 1 A f ^^^^ K d A 1 K 1 ^^^^ 

PIER, WEST MAIN ST 


CKT 


$2,900,000.00 


$0.00 


R 


0 0 


VINALHAVEN 


TERMINAL BLDG & PROP, WEST MAIN ST 


QXV 


$150,000.00 


$40,000.00 


R 


0 0 




UNIT 229B 


TOTALS 


$27,005,000.00 


$1,080,000.00 






UNFT 229C 


DOT, MATERIALS, TESTING & EXPLORATION 










BANGOR 


35679 NUCLEAR GUAGE STORAGE, 219 HOGAN RD 


DGN 


$18,000.00 


$150,000.00 


R 


0 0 


BANGOR 


35683 OFFICE/LAB BLDG, 219 HOGAN RD 


DKP 


150 00 


151 000 000 00 




0 3 


BANGOR 


35691 LAB EQUIP/GREEN BLDG, 219 HOGAN RD 


DGC 


$21,600.00 


$10,000.00 


R 


0 0 


BANGOR 


35692 DRILL RIG/EQUIP STORAGE, 219 HOGAN RD 


DGD 


$40,000.00 


$20,000.00 


R 


0 0 


BANGOR 


50960 AGGREGATE STORAGE BLDG, 219 HOGAN RD 


DGG 


$21,600.00 


$2,500.00 


R 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 229C 


DOT, MATERIALS, TESTING & EXPLORATION 










BANGOR 


50961 CHEM STORAGE, 219 HOGAN RD 


DKC 


$20,000.00 


$2,500.00 


R 


0 0 


FREEPORT 


53496 STORAGE 2, 12 DESERT RD 


GYW 


$5,000.00 


$10,000.00 


R 


0 0 


FREEPORT 


56715 STORAGE 1,12 DESERT RD 


GYS 


$5,000.00 


$5,000.00 


R 


0 0 


FREEPORT 


65918 NEW REGIONAL TESTING LAB, 12 DESERT RD 


GYY 


$1 ,000,000.00 


$250,000.00 


R 


0 0 


PRESQUE ISLE 


51 126 PROJECT DEV STORAGE, 31 RICE ST 


FHN 


$0.00 


$25,000.00 




0 0 




UNFT 229C 


TOTALS 


$1,131,200.00 


$1,475,000.00 






UNIT 229H 


DOT, RAIL 












AUGUSTA 


? RAM WAY yiNRc; W/PRnTFr.TinN 1 DWFR RD RAM WAY 




$0.00 


$175,000.00 




0 0 


BALDWIN 


1 RAH WAY yiNfic; W/PRnTFr.TinN MO! INTAIN niVICiinN 1 N 


NYO 


$0.00 


$75,000.00 




0 0 


BATH 


www cjFr.TinN Hni i'^f Rnrxi and rr rr 


npy 


$15,000.00 


$5,000.00 


R 


0 0 


BATH 


7 RAH WAY yiNfic; W/PRDTFr.TinN RnHKI AND RAH WAY 


npv 

Un V 


$0.00 


$525,000.00 




0 0 


BATH 


ui FRFO RADin ITFM9 A AMTFNMA RT 1 PAR! FTON RRIDRF 


DPn 


$0.00 


$21,000.00 




0 0 


BETHEL 


Rt^RDR RFTHFI CJTATIOM CJTATIDM PI APF 


DRD 
\jr\\j 


$276,480.00 


$0.00 


R 


1 0 


BOWDOINHAM 


A DAII \A/A\/ VIMOO \A//DD/^XC^XI/^M 1 /^\A/CD Dr\ DAII XA/AV 

4 HAILWAY AiNUo W/rriU 1 bU 1 lUN, LUWbri nU HAILWAY 




$0.00 


$300,000.00 




0 0 


BROOKS 


1 RAILWAY XINGS W/PROTECTION, BML RAILWAY 


DVJ 


$0.00 


$75,000.00 




u u 


BRUNSWICK 


1 RAILWAY XINGS W/PROTECTION, LEWISTON RAILWAY 


DXG 


$0.00 


$75,000.00 




0 0 


BRUNSWICK 


4 RAILWAY XINGS W/PROTECTION, LOWER RD RAILWAY 


DXK 


$0.00 


$375,000.00 




0 0 


BRUNSWICK 

LJI 1 >IO V V 1 V^l \ 


4 RAILWAY XINGS W/PROTECTION, ROCKLAND RAILWAY 


DXC 


un on 


15325 000 00 




0 0 


BURNHAM 


2 RAILWAY XINGS W/PROTECTION, BML RAILWAY 


MJC 


$0.00 


$150,000.00 




0 0 


DEDHAM 


2 RAILWAY XINGS W/PROTECTION, CALMS RAILWAY 


FZC 


$0.00 


$150,000.00 




0 0 


ELLSWORTH 


2 RAILWAY XINGS W/PROTECTION, CALAIS RAILWAY 


GJM 


$0.00 


$150,000.00 




0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr 229H 


DOT, RAIL 








ABC 


FRYEBURG 


1 RAILWAY XINGS W/PROTECTION, MOUNTAIN DIVISION LN 


GZG 


$0.00 


$75,000.00 




n 


n 


GARDINER 


4 RAILWAY XINGS W/PROTECTION, LOWER RD RAILWAY 


HCJ 


$0.00 


$300,000.00 




0 


n 


GARDINER 


RAILROAD TIES & OTM, RT 24 


HCC 


$0.00 


$150,000.00 




0 

\J 


n 


GORHAM 


1 RAILWAY XINGS W/PROTECTION, MOUNTAIN DIVISION LN 


HKM 


$0.00 


$75,000.00 




0 


n 


HALLOWELL 


7 RAILWAY XINGS W/PROTECTION, LOWER RD RAILWAY 


HTC 


$0.00 


$525,000.00 




0 


n 


HANCOCK 


1 RAILWAY XINGS W/PROTECTION, CALAIS RAILWAY 


HXK 


$0.00 


$75,000.00 




n 


n 


HANCOCK 


SECTION HOUSE, THORSON RD 


HXL 


$3,240.00 


$0.00 


p 


n 
u 


n 
u 


HIRAM 


1 RAILWAY XINGS W/PROTECTION, MOUNTAIN DIVISION LN 


HXB 


$0.00 


$75,000.00 




n 
u 


n 

u 


HOLDEN 


3 RAILWAY XINGS W/PROTECTION, CALAIS RAILWAY 


DHG 


$0.00 


$225,000.00 




n 
u 


n 

u 


LISBON 


2 RAILWAY XINGS W/PROTECTION, LEWISTON RAILWAY 


JLP 


$0.00 


$150,000.00 




n 


n 
u 


LISBON 


53334 SECTION HSE, LEWISTON BLDG RR 


JLV 


$15,000.00 


$0.00 


R 


n 


n 


NEWCASTLE 


3 RAILWAY XINGS W/PROTECTION, ROCKLAND RAILWAY 


KTC 


$0.00 


$225,000.00 




n 


n 


NOBLEBORO 


3 RAILWAY XINGS W/PROTECTION, ROCKLAND RAILWAY 


KTF 


$0.00 


$225,000.00 




0 


n 


RICHMOND 


6 RAILWAY XINGS W/PROTECTION, LOWER RD RAILWAY 


NHC 


$0.00 


$500,000.00 




0 

\J 


n 


ROCKLAND 


36031 ENGINE HSE-ROCKLAND RAIL, ROCKLAND BR RR 


NJL 


$850,000.00 


$50,000.00 


D 

n 


0 


n 


ROCKLAND 


53318 ROCKLAND TRAIN STATION, 4 UNION ST 


NJK 


$1 ,620,000.00 


$0.00 


H 


0 


0 


ROCKLAND 


7 RAILWAY XINGS W/PROTECTION, ROCKLAND RAILWAY 


NJC 


$0.00 


$525,000.00 




0 


0 


ROCKLAND 


HEADN END POWER SUPPLY, ROCKLAND RAILWAY 


NJD 


$9,000.00 


$100,000.00 


R 


0 


0 


STANDISH 


3 RAILWAY XINGS W/PROTECTION, MOUNTAIN DIVISION LN 


PLB 


$0.00 


$225,000.00 




0 


0 


THOMASTON 


T RAN WAY XING9 W/PRDTFCTIDN RnCKI AND RAN WAY 


OPC 


^^)\J.\J\J 


jyj\j\j .yjyj 




0 


0 


THOMASTON 


HI FREQ RADIO ITEMS & ANTENNA, RT 1 DRAGON CEMENT 


QPD 


$0.00 


$21 ,000.00 




0 


0 


THORNDIKE 


1 RAILWAY XINGS W/PROTECTION, BML RAILWAY 


CBC 


$0.00 


$75,000.00 




0 


0 


TOPSHAM 


1 RAILWAY XINGS W/PROTECTION, LEWISTON RAILWAY 


QSC 


$0.00 


$75,000.00 




0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNfT 229H 


DOT, RAIL 










UNITY 


2 RAILWAY XINGS W/PROTECTION, BML RAILWAY 


owe 


$0.00 


$150,000.00 


0 0 


WBATH 


1 RAILWAY XINGS W/PROTECTION, ROCKLAND RAILWAY 


DPS 


$0.00 


$75,000.00 


0 0 


WALDOBORO 


3 RAILWAY XINGS W/PROTECTION, ROCKLAND RAILWAY 


RBG 


$0.00 


$225,000.00 


0 0 


WALDOBORO 


50985 OFFICE SPACE, 1510 OLD ROUTE ONE 


QZG 


$35,000.00 


$0.00 


R 0 0 


WALDOBORO 


50986 COLD STORAGE, 1510 OLD ROUTE ONE 


QZK 


$10,500.00 


$0.00 


R 0 0 


WALDOBORO 


NEW STORAGE HOUSE, ROCKLAND BR RR 


RBF 


$10,000.00 


$0.00 


R 0 0 


WALDOBORO 


SECTION HSE-ROCKLAND RAILWAY, ROCKLAND BR RR 


RBD 


$35,000.00 


$15,000.00 


R 0 0 


WARREN 


2 RAILWAY XINGS W/PROTECTION, ROCKLAND RAILWAY 


RBJ 


$0.00 


$150,000.00 


0 0 


WINDHAM 


1 RAILWAY XINGS W/PROTECTION, MOUNTAIN DIVISION LN 


RNR 


$0.00 


$75,000.00 


0 0 


WISCASSET 


1 RAILWAY XINGS W/PROTECTION, ROCKLAND RAILWAY 


ROC 


$0.00 


$75,000.00 


0 0 


WOOLWICH 


1 RAILWAY XINGS W/PROTECTION, ROCKLAND RAILWAY 


RRG 


$0.00 


$75,000.00 


0 0 




UNIT 229H 


TOTALS 


$2,879,220.00 


$7,137,000.00 




UNFT 229J 


DOT, TRAFFIC DIVISION 










AUGUSTA 


51 254 TRAFFIC WAREHOUSE, 121 LEIGHTON RD 


CHN 


$550,000.00 


$100,000.00 


R 015 




UNIT 229J 


TOTALS 


$550,000.00 


$100,000.00 




UNIT 229M 


DOT, MULTIMODAL 










TRENTON 


ACADIA GATEWAY FACILITY, 685 BAR HARBOR RD 


DPC 


$4,500,000.00 


$300,000.00 


R 0 0 


TRENTON 


FUELING STATION AND TANKS, 685 BAR HARBOR RD 


DPD 


$750,000.00 


$0.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 




LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 














ABC 


UNFT 229M 


DOT, MULTIMODAL 
















UNIT 


229M 


TOTALS 


$5,250,000.00 


$300,000.00 




UNFT 229P 


DOT, BUREAU OF FINANCE & ADMINISTRATION 








AUGUSTA 


\J\J \ DLUo, UnlLU o 1 




\j \ D 


$0.00 


$7,670,000.00 


0 0 




UNIT 


229P 


TOTALS 


$0.00 


$7,670,000.00 




UNIT 229X 


DOT, RADIO 












AUGUSTA 


21845 FLEET WAREHOUSE, 105 CAPITOL ST 




BKJ 


$0.00 


$100,000.00 


0 0 


AUGUSTA 


DOT BLDG, 24 CHILD ST 




CTB 


$0.00 


$100,000.00 


0 0 


BANGOR 


35683 OFFICE/LAB BLDG, 219 HOGAN RD 




DKP 


$0.00 


$10,000.00 


0 3 


CARIBOU 


21450 FLEET GAR BLDG 556, 1 EVERGREEN PKWY 




FGB 


$0.00 


$2,500.00 


0 4 


DIXFIELD 


35775 OFFICE BLDG/RADIO EQUIP, 556 MAIN ST 




GBP 


$0.00 


$10,000.00 


0 0 


FAIRFIELD 


35810 OFFICE BLDG/RADIO EQUIP, 10 MOUNTAIN AVE 




GPH 


$60,000.00 


$10,000.00 


R 0 0 


pppqni IP IQI P 


36009 DIV OFF BLDG LOT 58, 41 RICE ST 




NCZ 


"f^n nnn nn 

«4>OU,uuu.uu 


<R1 n nnn nn 


R n n 


SCARBOROUGH 


36048 OFFICE BUILDING, 51 PLEASANT HILL RD 




NXL 


$0.00 


$10,000.00 


0 0 


YORK 


36205 8 STALL BLDG MSCN OIT, 810 US ROUTE 1 




RSH 


$0.00 


$5,000.00 


0 0 




UNFT 


229X 


TOTALS 


$110,000.00 


$257,500.00 




UNIT 230 


PS, MAINE DRUG ENFORCEMENT AGENCY 








ALFRED 


STATE POLICE BARRACKS, 502 WATERBORO RD 




BBT 


$0.00 


$55,000.00 


0 0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 




CNK 


$0.00 


$15,000.00 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 










ABC 


UNFT 230 


PS, MAINE DRUG ENFORCEMENT AGENCY 








AUGUSTA 


OLD STATE POLICE HQ, 36 HOSPITAL ST CRR 


$0.00 


$75,000.00 


0 0 


BANGOR 


CITY OF BANGOR FIRE DEPT, 1 4 GRIFFIN RD MJW 


$0.00 


$250,000.00 


0 0 


BANGOR 


H BUILDING OFFICE CENTER, 106 HOGAN RD DHF 


$0.00 


$80,000.00 


0 0 


ELLSWORTH 


1 90 BANGOR ROAD, 1 90 BANGOR ROAD GJH 


$0.00 


$79,000.00 


0 0 


HOULTON 


ACADEMY OFFICE CENTER, 1 1 HIGH/12 KELLERAN HYZ 


$0.00 


$70,000.00 


0 0 


LEWISTON 


MDEA-LEWISTON RTF, 65 CENTRAL AVE JLL 


$0.00 


$75,000.00 


0 0 


PORTLAND 


MDEA - PORTLAND RTF, 565 CONGRESS AVE 300 MON 


$0.00 


$105,000.00 


0 0 


THOMASTON 


MDEA - THOMASTON RTF, 41 BUTTERMILK LN ONH 


$0.00 


$75,000.00 


0 0 


WINDHAM 


ME DRUG ENFORCEMENT, 20 DEPOT ST MOK 


$0.00 


$150,000.00 


0 0 




UNIT 230 TOTALS 


$0.00 


$1,029,000.00 




UNIT 236 


IFW, INFORMATION & EDUCATION 








AUGUSTA 


1 E STOREHOUSE, 6 HATCHERY RD BXZ 


$120,000.00 


$100,000.00 


R 0 0 


AUGUSTA 


1 F & W, 284 STATE ST BYB 


$0.00 


$200,000.00 


0 0 


AUGUSTA 


SMALL GARAGE, 8 FEDERAL ST BNN 


$30,000.00 


$2,000.00 


R 0 0 


AUGUSTA 


STORE HOUSE/GARAGE, 8 FEDERAL ST CST 


$0.00 


$80,000.00 


0 0 


T32MD 


YOUTH FISH & WILDLIFE CLUB, STUDMILL RD CWG 


$150,000.00 


$0.00 


R 0 0 




UNIT 236 TOTALS 


$300,000.00 


$382,000.00 




UNFT 237 


COR, ADULT COMMUNITY CORRECTIONS 








AUGUSTA 


OFFICE BLDG, ONE WESTON COURT BMK 


$0.00 


$135,000.00 


n n 


BANGOR 


POOLER PAVILLION, 1 76 HOGAN RD DKV 


$0.00 


$100,000.00 


0 0 


(A) 


R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 237 


COR, ADULT COMMUNITY CORRECTIONS 








BELFAST 


? FRANK! IN ciT ? FRANKI IN c;T 




$0.00 


$15,000.00 


0 0 


BIDDEFORD 


THF ^y|ll 1 c; AT PFPPFRFI 1 1 <=> YORK ciT 

1 n ^ IVI ll_l_o n 1 r r ^ri^l_l_, 1 o i v^rirv O I 




$0.00 


$95,000.00 


0 0 


CALAIS 


r.AI Alc; nRT r.T ^r? c;ni ITH c;T 




$0.00 


$12,000.00 


0 0 


CARIBOU 


ARnn^iTnnK nni inty ri dr i44 cjwFnFN c;t 


FRK 


$0.00 


$15,000.00 


0 0 


DOVER FOXCROFT 


1R? FA^iT MAIN c;T 1R? FA^iT MAIN c;T 

1 1 ivimiN o 1 ] i i ivimiN o i 


RPK 


$0.00 


$7,500.00 


0 0 


ELLSWORTH 


R? nHRICiTIAN RinRF RD P.HRICiTIAN RDR RD 




$0.00 


$7,500.00 


0 0 


FARMINGTON 


FARMINRTDN DI^T PT 1?P MAIN 9T 


fiTR 


$0.00 


$20,000.00 


0 0 


FORT KENT 


FORT KFMT ni9T PT 1 K/IARKFT 




$0.00 


$7,000.00 


0 0 


HOULTON 


9TATF POI IPF RARRAPK*^ 1 DARPIF DR 


IRM 


$0.00 


$20,000.00 


0 0 


LEWISTON 


14n PAMAI PI A7A 140 PAMAI PI A7A 


RFM 

LJ \ Ivl 


$0.00 


$110,000.00 


0 0 


LINCOLN 


\ IMPOI M ni*^TPT f^P K/IAIM 


IK/IR 
ui vin 


$0.00 


$3,000.00 


0 0 


MACHIAS 


OQ PRF^^POTT DR '^ft PRF^^POTT DR 

OO 1 III Ov_/\^ 1 1 Lyfl, OO 1 III Ov_/\^ 1 1 Lyfl 


ITR 


$0.00 


$10,000.00 


0 0 


MADAWASKA 


MADAWA'^KA DICIT CT R/IR MAIN c;T 

IVIrtUrt V VrtOrVrt L^IO 1 w 1 5 U'tO IVIrtllN O 1 


KR 1 


$0.00 


$5,000.00 


0 0 


MILLINOCKET 


MM 1 iNnr.KFT ni^iT r.T ?n7 PFNORcinnT avf 

IVI ll_l_ll NwwiV^ 1 L^IO 1 w 1 ] C.\J 1 \ ^1 NWDOWw 1 V ^ 


KHn 


$0.00 


$5,000.00 


0 0 


NAPLES 


MAPI Pc; FIRF RFPT 1 1 00 ROnciFVFI T TRAII 


n7P 


$0.00 


$15,000.00 


0 0 


NEWPORT 


NEWPORT DIST CT, 12 WATER ST 


KTR 


$0.00 


$3,000.00 


0 0 


PORTLAND 


107 WASHINGTON AVE, 107 WASHINGTON AVE 


MPG 


$0.00 


$200,000.00 


0 0 


ROCKLAND 


MOTOR VEHICLE REGISTRY, 360 OLD COUNTY RD 


NHP 


$0.00 


$40,000.00 


0 0 


S PARIS 


39 WESTERN AVE, 39 WESTERN AVE 


PJM 


$0.00 


$15,000.00 


0 0 


SKOWHEGAN 


151 NORTH AVE, 151 NORTH AVE 


NZW 


$0.00 


$32,000.00 


0 0 


WBATH 


WEST BATH DIST CT, 101 NEW MEADOWS RD 


QXZ 


$0.00 


$4,500.00 


0 0 


WATERVILLE 


WATERVILLE DIST CT, 1 8 COLBY ST 


RFV 


$0.00 


$45,000.00 


0 0 


WISCASSET 


42 BATH RD, 42 BATH RD 


ROM 


$0.00 


$30,000.00 


0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT 237 


COR, ADULT COMMUNITY CORRECTIONS 












UNIT 237 


TOTALS 


$0.00 


$951 ,500.00 




UNrr 237A 


COR, JUVENILE COMMUNITY CORRECTIONS 








AUBURN 


945 CENTER ST, 945 CENTER ST 


JLG 


$0.00 


$95,000.00 


0 0 


AUGUSTA 


ELKINS BLDG, 19 ELKINS LN 


BTF 


$0.00 


$200,000.00 


0 0 


AUGUSTA 


PEACHEY BUILDING, 320 WATER ST 


BTB 


$0.00 


$115,000.00 


0 0 


BANGOR 


DIST CT BLDGS, 10 FRANKLIN ST 


CZR 


$0.00 


$80,000.00 


0 0 


BATH 


34 WING FARM PARKWAY, 34 WING FARM PARKWAY 


DPG 


$0.00 


$12,500.00 


0 0 


BELFAST 


2 FRANKLIN ST, 2 FRANKLIN ST 


DOS 


$0.00 


$25,000.00 


0 0 


BIDDEFORD 


THE MILLS AT PEPPERELL, 15 YORK ST 


DSP 


$0.00 


$95,000.00 


0 0 


CALMS 


5 LOWELL ST, 5 LOWELL ST 


JTY 


$0.00 


$9,000.00 


0 0 


DOVER FOXCROFT 


182 EAST MAIN ST, 182 EAST MAIN ST 


GCK 


$0.00 


$7,500.00 


0 0 


ELLSWORTH 


52 CHRISTIAN RIDGE RD, 52 CHRISTIAN RDG RD 


GJQ 


$0.00 


$20,000.00 


0 0 


FARMINGTON 


FARMINGTON DIST CT, 129 MAIN ST 


GTR 


$0.00 


$10,000.00 


0 0 


MACHIAS 


38 PRESCOTT DR, 38 PRESCOTT DR 


JTB 


$0.00 


$10,000.00 


0 0 


PRESOUE ISLE 


PRESOUE ISLE DIST CT, 27 RIVERSIDE DR 


NCN 


$0.00 


$20,000.00 


0 0 


ROCKLAND 


MOTOR VEHICLE REGISTRY, 360 OLD COUNTY RD 


NHP 


$0.00 


$40,000.00 


0 0 


RUMFORD 


49 CONGRESS ST, 49 CONGRESS ST 


NLC 


$0.00 


$19,500.00 


0 0 


S PARIS 


39 WESTERN AVE, 39 WESTERN AVE 


PJM 


$0.00 


$15,000.00 


0 0 


S PORTLAND 


HOUSE B, 659 WESTBROOK ST 


NQS 


$125,000.00 


$145,000.00 


R 0 0 


SKOWHEGAN 


151 NORTH AVE, 151 NORTH AVE 


NZW 


$0.00 


$32,000.00 


0 0 


WATERVILLE 


WATERVILLE DIST CT, 18 COLBY ST 


RFV 


$0.00 


$35,000.00 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNfT 237A 


COR, JUVENILE COMMUNITY CORRECTIONS 












UNIT 237A 


TOTALS 


$125,000.00 


$985,500.00 




UNFT 239 


AG, ATTORNEY GENERAL 










AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$1,300,000.00 


0 0 


BANGOR 


BANGOR OFFICE, 84 HARLOW ST 


DDX 


$0.00 


$90,000.00 


0 0 


CARIBOU 


14 ACCESS HIGHWAY, 14 ACCESS HIGHWAY 


FGC 


$0.00 


$45,000.00 


0 0 


PORTLAND 


PORTLAND OFFICE, 415 CONGRESS ST 


MSR 


$0.00 


$180,000.00 


0 0 




UNIT 239 


TOTALS 


$0.00 


$1,615,000.00 




UNFT 242 


AG, CHIEF MEDICAL EXAMINER 










AUGUSTA 


MEDICAL EXAMINER'S FACILITY, 30 HOSPITAL ST 


BOD 


$2,436,850.00 


$743,500.00 


R 0 0 






TDTAI Q 




Ip/4o,oUU.UU 




UNrr 244 


AUD, AUDIT 










AUGUSTA 


MERRILL HOUSE, 1 89 STATE ST 


CGZ 


$0.00 


$200,000.00 


0 0 


AUGUSTA 


SMITH HOUSE, 187 STATE ST 


CMX 


$0.00 


$100,000.00 


0 0 




UNIT 244 


TOTALS 


$0.00 


$300,000.00 




UNIT 248 


TRE, TREASURY DEPARTMENT 










AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$200,000.00 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 248 TRE, TREASURY DEPARTMENT 



UNFT 250A 


UNIT 248 TOTALS 
STA, BUREAU OF MOTOR VEHICLE 


$0.00 


$200,000.00 






AUGUSTA 


BMV MAIN OFFICE, 101 HOSPITAL ST 


BNL 


$0.00 


$5,144,998.76 


0 


0 


AUGUSTA 


MOTOR VEHICLE REGISTRY, 19 ANTHONY AVE 


CKK 


$0.00 


$185,000.00 


0 


0 


AUGUSTA 


MOTOR VEHICLE REGISTRY, 19 ANTHONY AVE 


CKK 


$0.00 


$40,000.00 


0 


0 


BANGOR 


MOTOR VEHICLE REGISTRY, 11 29 UNION ST 9 


DKF 


$0.00 


$175,000.00 


0 


0 


BANGOR 


MOTOR VEHICLE REGISTRY, 1 129 UNION ST 9 


DKF 


$0.00 


$40,000.00 


0 


0 


BELFAST 


UNITED METHODIST CHURCH, 23 MILL LANE 


DQZ 


$0.00 


$4,000.00 


0 


0 


CALAIS 


MOTOR VEHICLE REGISTRY, 23 WASHINGTON ST 


BCY 


$0.00 


$110,000.00 


0 


0 


CARIBOU 


14 ACCESS HIGHWAY, 14 ACCESS HIGHWAY 


FGC 


$0.00 


$135,100.00 


0 


0 


CHINA 


STORAGE LEASE 22020, 75 DIRIGO RD 


PJG 


$0.00 


$300,000.00 


0 


0 


DOVER FOXCROFT 


EXAM SITE, 112 PARK ST 


GCV 


$0.00 


$4,000.00 


0 


0 


EAST MILLINOCKET 


E MILLINOCKET FD, 125 MAIN ST 


CDC 


$0.00 


$4,000.00 


0 


0 


ELLSWORTH 


MOTOR VEHICLE OFFICE, 24 CHURCH ST 


GJV 


$0.00 


$135,000.00 


0 


0 


KENNEBUNK 


MOTOR VEHICLE REGISTRY, 63 PORTLAND RD 


JGG 


$0.00 


$135,000.00 


0 


0 


KITTERY 


KITTERY LIONS, 1 1 7 STATE RD 


JHK 


$0.00 


$4,000.00 


0 


0 


LEWISTON 


36 MOLLISON WAY, 36 MOLLISON WAY 


JLZ 


$0.00 


$135,000.00 


0 


0 


LINCOLN 


19 SCHOOL ST, 19 SCHOOL ST 


JMG 


$0.00 


$4,000.00 


0 


0 


MACHIAS 


TELECOMMUNICATIONS BLDG, 1 STACKPOLE DR 


JSK 


$0.00 


$4,000.00 


0 


0 


MEXICO 


MOTOR VEHICLE REGISTRY, 110 MAIN ST 


KGP 


$0.00 


$90,000.00 


0 


0 


MILLINOCKET 


AMERICAN LEGION POST #80, 970 CENTRAL ST 


KHK 


$0.00 


$4,000.00 


0 


0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 




LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 














ABC 


UNFT 250A 


STA, BUREAU OF MOTOR VEHICLE 








PORTLAND 


RnVFRNMFNT P.FNTFR 1?R PRF^il IMPCinnT c;T 




MOW 

IVIVjj V V 


$0.00 


$165,000.00 


0 0 


ROCKLAND 


MOTOR VFHir.l F RFRjCiTRY ^fifl m D nni INTY RD 




NMP 

1 >inr 


$0.00 


$135,000.00 


0 0 


S BERWICK 


71 NDRTDN c;T 71 NORTDN c;T 




1 NIVIVJI 


$0.00 


$4,000.00 


0 0 


S PARIS 


TRINITY 1 1 ITHFRAN r.HI IRr.H ^4 Rl ir.KFIFI D RD 




P IK 


$0.00 


$4,000.00 


0 0 


S PORTLAND 


MOTOR VFHin F RFfil^iTRY 704 MAINF MAI 1 RD 

iviw 1 wii V ^riiwi— ^ ri^VJiio 1 ri 1 ] / L/H" ivimiN^ ivim_i_ riL^ 




NVH 
1 N V n 


$0.00 


$95,000.00 


0 0 


SKOWHEGAN 


39 POULIN DR 39 POULIN DR 




PCS 


$0.00 


$4,000.00 


0 0 


SPRINGVALE 


MOTOR VEHICLE REGISTRY, 456 MAIN ST 




PKF 


$0.00 


$135,000.00 


0 0 


TOPSHAM 


MOTOR VEHICLE REGISTRY, 49 TOPSHAM FAIR RD 




OSF 


$0.00 


$135,000.00 


0 0 


W FARMINGTON 


ELKS LODGE 2430, 120 SCHOOL ST 




OYY 


$0.00 


$4,000.00 


0 0 


WARREN 


LICENSE PLATE SHOP, 516 GUSHING RD 




RCL 


$1,122,449.92 


$1,000,000.00 


R 1 0 


WARREN 


WAREHOUSE, 516 GUSHING RD 




RCG 


$144,000.00 


$500,000.00 


R 0 0 


WATERVILLE 


AMERICAN LEGION POST #5, 21 COLLEGE AVE 




RFB 


$0.00 


$4,000.00 


0 0 


YORK 


AMERICAN LEGION POST #56, 9 HANNAFORD DR 




RSC 


$0.00 


$4,000.00 


0 0 




UNIT 


250A 


TOTALS 


$1,266,449.92 


$8,842,098.76 




UNFT 250P 


STA, BUREAU OF CORPORATIONS 










AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 




CPL 


$0.00 


$1,300,000.00 


0 0 


AUGUSTA 


GREENLAW BLDG, 47 INDEPENDENCE DR 




BWN 


$0.00 


$2,145,000.00 


0 0 


AUGUSTA 


NASH SCHOOL, 103 SEWALL ST 




CHR 


$0.00 


$300,000.00 


0 0 




UNIT 


250P 


TOTALS 


$0.00 


$3,745,000.00 





UNIT 255 STA, MAINE STATE ARCHIVES 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 255 


STA, MAINE STATE ARCHIVES 










AUGUSTA 


CULTURAL BLDG, 230 STATE ST 


BQR 


$0.00 


$1 ,444,393.75 


0 0 


HALLOWELL 


BABLO, 10 WATER ST 


HTT 


$0.00 


$139,317.15 


0 0 




UNIT 255 


TOTALS 


$0.00 


$1,583,710.90 




UNrr 263 


LEG, LEGISLATIVE COUNCIL 










AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$686,295.00 


0 0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$16,000.00 


0 0 


AUGUSTA 


STATE CAPITOL BLDG, 210 STATE ST 


CNP 


$0.00 


$10,141,004.00 


0 0 


AUGUSTA 


STATE CAPITOL BLDG, 210 STATE ST 


CNP 


$0.00 


$165,000.00 


0 0 


AUGUSTA 


STATE CAPITOL BLDG, 210 STATE ST 


CNP 


$0.00 


$983,874.00 


0 0 




UNfT 263 


TOTALS 


$0.00 


$11,992,173.00 




UNFT 270 


ETHIC, COMM ON GOVT ETHICS AND ELECTION PRACTICES 






AUGUSTA 


45 MEMORIAL CIRCLE, 45 MEMORIAL CIRCLE 


CNQ 


$0.00 


$125,000.00 


0 0 




UNIT 270 


TOTALS 


$0.00 


$125,000.00 




UNIT 291 


JUD, BOARD BAR EXAMINERS 










HALLOWELL 


40 WATER ST, 40 WATER ST 


BMZ 


$0.00 


$20,000.00 


0 0 




UNIT 291 


TOTALS 


$0.00 


$20,000.00 





R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 293 BAX, BAXTER STATE PARK AUTHORITY 



MILLINOCKET 


GARAGE/CARPENTER SHOP/WHSE, TAMARAK ST 


KGV 


$232,000.00 


$47,694.15 


R 


0 


2 


MILLINOCKET 


OFFICE BLDG-BALSAM OR, BALSAM OR 


KHH 


$1 ,003,720.00 


$125,000.00 


R 


1 


0 


MILLINOCKET 


POLE BARN, TAMARACK ST 


KHL 


$28,389.37 


$11,355.75 


R 


0 


0 


MILLINOCKET 


RES/WAREHOUSE, TAMARACK ST 


KHN 


$140,480.00 


$95,388.30 


R 


1 


0 


T02 R09 WELS 


CAMP, TOGUE POND (LOWER) 


QQR 


$43,260.00 


$5,407.50 


R 


0 


0 


T02 R09 WELS 


CREW CAMP, ABOL FIELD 


PVG 


$135,045.94 


$10,000.00 


R 


0 


0 


T02 R09 WELS 


GARAGE/WORKSHOP, TOGUE POND 


POP 


$22,798.94 


$6,639.71 


R 


0 


0 


T02 R09 WELS 


GATE BOOTH, TOGUE POND 


POT 


$9,448.75 


$3,453.28 


R 


0 


0 


T02 R09 WELS 


INFO CENTER, TOGUE POND 


OOT 


$56,675.87 


$13,280.55 


R 


0 


0 


T02 R09 WELS 


PICNIC TABLE SHELTER, RUM BROOK 


PRD 


$1 ,500.00 


$0.00 


R 


0 


0 


T02 R09 WELS 


PINE CABIN, ABOL FIELD 


PWZ 


$33,184.73 


$2,500.00 


R 


0 


0 


T02 R09 WELS 


PINE GARAGE, ABOL FIELD 


PVH 


$12,000.00 


$0.00 


R 


0 


0 


T02 R09 WELS 


POLE BARN, TOGUE POND 


PRH 


$35,911.43 


$0.00 


R 


0 


0 


T02 R09 WELS 


RANGERS HOUSE, TOGUE POND 


PRJ 


$61,440.00 


$9,643.30 


R 


0 


0 


T02 R09 WELS 


SHED/SNOWSLED STORAGE, TOGUE POND 


PRL 


$3,585.01 


$3,406.72 


R 


0 


0 


T02 R09 WELS 


TOILET DBL DAY USE, ABOL POND 


PXH 


$3,000.00 


$0.00 


R 


0 


0 


T02 R09 WELS 


TOILET PIT RANGERS CAMP, TOGUE POND 


PRF 


$3,000.00 


$0.00 


R 


0 


0 


T02 R09 WELS 


TOILET VAULT ADMIN CAMP, TOGUE POND 


PQQ 


$3,000.00 


$0.00 


R 


0 


0 


T02 R09 WELS 


TOILET VAULT BEACH, TOGUE POND 


PRV 


$3,000.00 


$0.00 


R 


0 


0 


T02 R09 WELS 


TOILET VAULT DBL, RUM BROOK 


PRR 


$3,000.00 


$0.00 


R 


0 


0 


T02 R09 WELS 


TOILET VAULT DBL GATEHOUSE, TOGUE POND 


PRP 


$3,000.00 


$0.00 


R 


0 


0 


T02 R09 WELS 


TOILET VAULT MTN VIEW AREA, TOGUE POND 


PSB 


$3,000.00 


$0.00 


R 


0 


0 


T02 R09 WELS 


TOILET VAULT TENT AREA, TOGUE POND 


PRX 


$3,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 








T02 R09 WELS 


Tnil FT VAI II T VjCilTnR P.FNTFR TORI IF PONn 


PR7 

r Fit- 


$3,000.00 


$0.00 


R 0 0 


T02 R09 WELS 


TRAM c; FNR P.AMP AROI FIFI n 


POP. 


$47,6B1 .23 


$0.00 


R 0 0 


T02 R09 WELS 


TRAPPFR inHM TARIM TOf^l IF POMH 


PRT 

r ri 1 


$40,560.00 


$2,656.11 


R 0 0 


T02 R09 WELS 


VAI II TTOII FT^i AROI PONin 


RPR 


$3,000.00 


$0.00 


R 0 0 


T02 R09 WELS 


VAI II TTOII FT9 (9^ AROI FIFI D 


POY 


$3,577.06 


$0.00 


R 0 0 


T02 R09 WELS 




pc;F 

r OF 


$3,406.72 


$0.00 


R 0 0 


T02 R10 WELS 


qupn/QMnW9l FD ^TORArSF #1 AROI RRIDfiF 


PON 


$5,760.00 


$0.00 


R 0 0 


T02 R10 WELS 


q|_|pn/CMr)\A/9l Ff) ^TORAHF #P AROI RRIDfiF 


POK 


$5,760.00 


$0.00 


R 0 0 


T03 R08 WELS 


1 FAMTO 4 K/IARTIM POMD 


1 \/\o 


$3,000.00 


$0.00 


R 0 0 


T03 R08 WELS 


1 FAMTO A ^/IAM MORTI-I KATAHRIM 1 AKF 


r\/\z_ 


$3,000.00 


$0.00 


R 0 0 


T03 R08 WELS 


1 FAMTO d K/IAM 901 ITH KATAHDIM 1 AKF 


KYW 

r\/\v V 


$3,000.00 


$0.00 


R 0 0 


T03 R08 WELS 


PIpMip QHFI TFR KATHADIN 1 AKF 
n loiNiw oi II L- 1 1 lY, i\r\ I n/ALyiiN i_rtr\^ 


DRM 


$1,500.00 


$0.00 


R 0 0 


T03 ROB WELS 


PRIVY KATAHDIN 1 AKF 


KYR 


$3,000.00 


$0.00 


R 0 0 


T03 ROB WELS 


Tnil FT CilNRI F MARTIN PONR 

1 1 oiiMV^i—^, ivmri 1 iiN r wiNL^ 


RPN 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


Ifi'YIIRT r.HIMNFYPnNn 


NP.M 


$5,300.00 


$0.00 


R 0 0 


T03 R09 WELS 


BUNKHOUSE, CHIMNEY POND 


KKX 


$37,209.67 


$0.00 


R 0 0 


T03 R09 WELS 


BUNKHOUSE, ROARING BROOK 


KKZ 


$29,440.00 


$3,453.28 


R 0 0 


T03 R09 WELS 


CREW CAMP, CHIMNEY POND 


KKV 


$37,170.00 


$5,791 .43 


R 0 0 


T03 R09 WELS 


CREW CAMP, ROARING BROOK 


KMO 


$29,440.00 


$3,453.28 


R 0 0 


T03 R09 WELS 


FIRE SHED, CHIMNEY POND 


KLB 


$3,448.75 


$2,761 .72 


R 0 0 


T03 R09 WELS 


GARAGE/WORKSHOP, ROARING BROOK 


KLD 


$48,000.00 


$6,639.71 


R 0 0 


T03 R09 WELS 


LEANTO#10, ROARING BROOK 


KGO 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


LEANTO #1 1 , ROARING BROOK 


KGY 


$3,000.00 


$0.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 








T03 R09 WELS 


1 FANTn#1? RDARINfi RRDDK 


KDR 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FANTn #4 ROARINR RRnOK 


KD7 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FANTD RDARINR RRnOK 


KDT 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FANTn #fi RDARINR RRnOK 


KHP 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FANTn #7 ROARINR RROOK 


KHR 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FANTD JfR RDARINR RRDDK 


KDM 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FANTD #P RDARIND RRDDK 


KDN 
r\vjii N 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FAMTO 4 MAM DAVI^ POND 


Kl H 

r\i_n 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FAMTO d K/IAM #1 PHIK/IMFY POMD 


Kl M 
r\i_i N 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 




KHP 
r\n n 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FAMTO d K/IAM #9 PHIK/IMFY POMD 


KHR 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FAMTO d K/IAM #4. PHIMMFY POMD 


KHV 
r\n V 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FANTD 4 MAN DHIMNFY PDNR 


KHD 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FANTD 4 MAN #fi DHIMNFY PDNR 


KHY 

rvn I 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


1 FANTD 4 MAN #7 DHIMNFY PDNR 


KHX 

r\n/\ 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


LEANTO 4 MAN #8, CHIMNEY POND 


KHM 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


LEANTO 4 MAN #9, CHIMNEY POND 


KHS 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


PICNIC SHELTER, BEAR BROOK 


PGR 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


PICNIC SHELTER, BEAR BROOK 


POS 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


RANGERS CAMP, CHIMNEY POND 


KLR 


$46,483.20 


$7,490.25 


R 0 0 


T03 R09 WELS 


RANGERS LIVING QUARTER MN CAMP, ROARING BROOK 


KLP 


$67,200.00 


$7,490.25 


R 0 0 


T03 R09 WELS 


SHELTER, CHIMNEY POND 


PYS 


$5,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


SHOWER HOUSE, ROARING BROOK 


KLT 


$6,000.00 


$1,200.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 








T03 R09 WELS 


cpiKp CAMP RDARINfi RRODK 


KMH 

rvivm 


$45,966.94 


$7,583.37 


R 0 0 


T03 R09 WELS 


Tnil FT nRI r.HIMNFY PDNn 


KH7 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


Tnil FT nRI #? ROARINR RRODK 


K IW 
r\u V V 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


Tnil FT nRI in rdarinr rrdok 


KKF 

l\l\l 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


Tnil FT nRI #7 ROARINR RRDOK 


KKfi 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


Tnil FT CilNfil F a^ RnARINR RRnnK 


KMn 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


TDM FT 9IMr;i F #1 PHIMMFY PDNn 


KMF 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


TOM FT 9IMni F #P PHIK/INFY POND 

1 1 0 1 1 N l_ 1^ tT^, wllllVllNI^ 1 nV_/l>IL^ 


KKM 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


TOM FT *^IMni F PHIK/IMFY POMD 


KKKA 
r\ IXIVI 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


TOM FT 9IMni F #4 PHIK/IMFY POMD 


Kl 7 
r\i_^ 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


TOM FT 9IMni F #4 RDARIMf^ RROOK 

1 oil— 1 OIINOII—I^ Tfr, nOrAlillNVJ tJliOOrx 


K 19 
r\uo 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


TOM FT *^INni F MR ROARINn RROHK 

1 oil— ^ 1 OIINVJII—^ ff\Jj PlO/ArillNVJI CJllOOiX 


KKI 
r\r\i— 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


Tnil FT CilNRI F #fi ROARINR RRDDK 

1 Oil— ^ 1 oiiNVJii— ^ ff\jj riomiiiNVJi Drioorv 


K 17 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


Tnil FT VAI II T #1 RFAR RROOK 
1 Oil— ^ 1 vAALji— 1 TT 1 ] D^mi Diioorv 


ROW 


$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


Tnil FT VAI II T #? RFAR RROOK 

1 Oil— ^ 1 V rALJ 1— 1 fr^j LJLrAii Drioorv 




$3,000.00 


$0.00 


R 0 0 


T03 R09 WELS 


WOODSHED, ROARING BROOK 


KMJ 


$1,816.92 


$0.00 


R 0 0 


T03 R10 WELS 


BEARS DEN #2 CAMPS, KIDNEY POND 


PXB 


$43,280.00 


$4,835.28 


R 0 0 


T03 R10 WELS 


BIRCH BARK #8, DAICEY POND 


PSH 


$28,000.00 


$1 ,382.00 


R 0 0 


T03 R10 WELS 


BLUE LODGE #6, DAICEY POND 


PSJ 


$23,280.00 


$1,034.51 


R 0 0 


T03 R10 WELS 


CAMP #8 MERGANSER-KIDNEY PD, KIDNEY POND 


PSN 


$35,360.00 


$3,453.28 


R 0 0 


T03 R10 WELS 


CAMP DBL TOP #6, KIDNEY POND 


PSP 


$56,400.00 


$5,525.71 


R 0 0 


T03 R10 WELS 


CAMP KATAHDIN #4, KIDNEY POND 


PST 


$42,160.00 


$4,144.84 


R 0 0 


T03 R10 WELS 


CAMP KITCHEN, KIDNEY POND 


PTJ 


$52,480.00 


$5,525.71 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 








T03 R10 WELS 


r.AMP 1 nNF PINF if1 1 KIRNFY PDND 




$25,200.00 


$3,453.28 


R 0 0 


T03 R10 WELS 


^.A^ylPnll#1? KinNFYPnNn 


PTF 

r 1 I 


$28,080.00 


$3,453.28 


R 0 0 


T03 R10 WELS 


r.AMP ciFNTINFI #7 KIDNFY POND 


PTH 

r 1 n 


$55,200.00 


$6,215.00 


R 0 0 


T03 R10 WELS 


^.HlP^yll]NK#4 nAir.FYPnNn 

wn Ir IVIU 1 Nix TTT", Urtlwt I rWINU 


P\/7 


$31,840.00 


$1 ,382.00 


R 0 0 


T03 R10 WELS 


r.RFW ^A^ylP ardi ^.A^ylPRRnl iNn 


PTR 

r 1 n 


$24,640.00 


$6,049.21 


R 0 0 


T03 R10 WELS 


r.RFW r.AMP if1 KATAHniN ciTRFAM 


PTP 

r 1 r 


$23,904.99 


$4,913.63 


R 0 0 


T03 R10 WELS 


rsARARF KATAHDIN 9TRFAM 


PTV 


$12,480.00 


$3,453.28 


R 0 0 


T03 R10 WELS 


nARAnFAA/DRK^HOP ARDI PAK/IPr^Rni IND 


PT7 


$15,801.52 


$6,215.00 


R 0 0 


T03 R10 WELS 


nARAnFAA/DRK^^HOP KIDMFY POND 


pry 
\ \ /\ 


$48,000.00 


$13,811.99 


R 0 0 


T03 R10 WELS 


riRppM DRAKF #1 KIDMFY POND 


PTN 

\ \ IN 


$52,640.00 


$6,215.00 


R 0 0 


T03 R10 WELS 


1 ADY 91 IPPFR #P DAIPFY POND 


PVF 

n V n 


$44,800.00 


$1 ,382.00 


R 0 0 


T03 R10 WELS 


IANniNn#R KIDMFY POND 


P'^R 

noil 


$29,600.00 


$3,453.28 


R 0 0 


T03 R10 WELS 


1 FANTn ii^ THF RIRCHF'^ 


NP.K 

1 N WIA. 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


1 FANTn #1 KATAHniN "STREAM 


PVN 

r /\l N 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


1 FANTn #in KATAHniN "STREAM 


Kl c; 

l\l_0 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


LEANTO #1 1 , KATAHDIN STREAM 


PVJ 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


LEANT0#12, KATAHDIN STREAM 


KKS 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


LEANTO #13, KATAHDIN STREAM 


KLC 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


LEANTO #2, KATAHDIN STREAM 


KLM 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


LEANTO #2, THE BIRCHES 


KKO 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


LEANTO #3, KATAHDIN STREAM 


KLK 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


LEANTO #4, KATAHDIN STREAM 


KMK 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


LEANTO #5, KATAHDIN STREAM 


KMM 


$3,000.00 


$0.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT 293 BAX, BAXTER STATE PARK AUTHORITY 



T03R10WELS 


LEANTO #6, KATAHDIN STREAM 


KLG 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LEANTO #7, KATAHDIN STREAM 


KLW 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LEANTO #8, KATAHDIN STREAM 


KKW 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LEANTO #9, KATAHDIN STREAM 


KLQ 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LEANTO 4 MAN #1 , ABOL CAMPGROUND 


PVN 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LEANTO 4 MAN #10, ABOL CAMPGROUND 


KPJ 


$3,000.00 


$0.00 


R 


0 


0 


T03 R10 WELS 


LEANTO 4 MAN #1 1 , ABOL CAMPGROUND 


KPK 


$3,000.00 


$0.00 


R 


0 


0 


T03 R10WELS 


LEANTO 4 MAN #12, ABOL CAMPGROUND 


KPM 


$3,000.00 


$0.00 


R 


0 


0 


T03 R10WELS 


LEANTO 4 MAN #2, ABOL CAMPGROUND 


KMW 


$3,000.00 


$0.00 


R 


0 


0 


T03 R10 WELS 


LEANTO 4 MAN #3, ABOL CAMPGROUND 


KMS 


$3,000.00 


$0.00 


R 


0 


0 


T03 R10 WELS 


LEANTO 4 MAN #4, ABOL CAMPGROUND 


KPR 


$3,000.00 


$0.00 


R 


0 


0 


T03 R10 WELS 


LEANTO 4 MAN #5, ABOL CAMPGROUND 


KPS 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LEANTO 4 MAN #6, ABOL CAMPGROUND 


KPP 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LEANTO 4 MAN #7, ABOL CAMPGROUND 


KPQ 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LEANTO 4 MAN #8, ABOL CAMPGROUND 


KPL 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LEANTO 4 MAN #9, ABOL CAMPGROUND 


KPG 


$3,000.00 


$0.00 


R 


0 


0 


T03R10WELS 


LIBRARY, DAICEY POND 


PVR 


$52,800.00 


$13,280.55 


R 


0 


0 


T03R10WELS 


LIBRARY, KIDNEY POND 


PVX 


$119,440.00 


$2,500.00 


R 


0 


0 


T03 R10 WELS 


LOON LODGE #7, DAICEY POND 


PTT 


$20,480.00 


$1,034.51 


R 


0 


0 


T03 R10 WELS 


LOONS NEST #10, KIDNEY POND 


PSX 


$26,320.00 


$2,761 .72 


R 


0 


0 


T03 R10 WELS 


MOOSEWOOD, KIDNEY POND 


PSV 


$20,320.00 


$2,761 .72 


R 


0 


0 


T03 R10 WELS 


MTN VIEW #5, DAICEY POND 


PWX 


$61,040.00 


$1,382.00 


R 


0 


0 


T03 R10 WELS 


NATURE AT PEACE #1 0, DAICEY POND 


PVT 


$49,920.00 


$0.00 


R 


0 


0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 










(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 








ABC 


T03 R10 WELS 


NEW RANGER CAMP NES STR, KIDNEY POND 


PWD 


$28,560.00 


$3,453.28 


R 

n 


n n 


T03 R10 WELS 


OWL'S NEST #1 , DAICEY POND 


PWH 


$45,760.00 


$2,761 .72 


n 


n n 


T03 R10 WELS 


PICNIC SHELTER, DWELLEY POND 


PVL 


$1 ,500.00 


$0.00 


n 


u u 


T03 R10 WELS 


PICNIC TABLE SHELTER, SLIDE DAM 


PWL 


$1 ,500.00 


$0.00 


D 

n 


n n 


T03 R10 WELS 


PICNIC TABLE SHELTER, FOSTER FIELD 


PWJ 


$3,000.00 


$0.00 


n 


n n 


T03 R10 WELS 


PICNIC TABLE SHELTER #1 , ABOL CAMPGROUND 


PWN 


$1 ,500.00 


$0.00 


p 


n n 


T03 R10 WELS 


PICNIC TABLE SHELTER #1 , KATAHDIN STREAM 


KPV 


$1 ,500.00 


$0.00 


p 


n n 

u u 


T03 R10 WELS 


PICNIC TABLE SHELTER #2, KATAHDIN STREAM 


KPZ 


$1 ,500.00 


$0.00 


P 




T03 R10 WELS 


PICNIC TABLE SHELTER #2, ABOL CAMPGROUND 


BNX 


$1 ,500.00 


$0.00 


P 




T03 R10 WELS 


PICNIC TABLE SHELTER #3, KATAHDIN STREAM 


KPX 


$1 ,500.00 


$0.00 


p 




T03 R10 WELS 


PICNIC TABLE SHELTER #3, ABOL CAMPGROUND 


BNY 


$1 ,500.00 


$0.00 


R 


n n 


T03 R10 WELS 


PICNIC TABLE SHELTER #4, KATAHDIN STREAM 


KPW 


$1,500.00 


$0.00 


p 


n n 


T03 R10 WELS 


PICNIC TABLE SHELTER #4, ABOL CAMPGROUND 


BPC 


$1 ,500.00 


$0.00 


p 


n n 


T03 R10 WELS 


PICNIC TABLE SHELTER #5, KATAHDIN STREAM 


KPT 


$1 ,500.00 


$0.00 


p 


n n 


T03 R10 WELS 


PICNIC TABLE SHELTER #5, ABOL CAMPGROUND 


BPD 


$1 ,500.00 


$0.00 


p 


n n 


T03 R10 WELS 


PICNIC TABLE SHELTER #6, KATAHDIN STREAM 


PWP 


$1 ,500.00 


$0.00 


R 


0 0 


T03 R10 WELS 


PICNIC TABLE SHELTER #6, ABOL CAMPGROUND 


BPF 


$1 ,500.00 


$0.00 


R 


0 0 


T03 R10 WELS 


PICNIC TABLE SHELTER #7, KATAHDIN STREAM 


BPK 


$1 ,500.00 


$0.00 


R 


0 0 


T03 R10 WELS 


PICNIC TABLE SHELTER #8, KATAHDIN STREAM 


BPL 


$1 ,500.00 


$0.00 


R 


0 0 


Tm Rin WFi 9 

1 \J\J l \ \ \J VV 1 i_o 


Pni F RARN 3 RAY KIDNFY POND 


PTI 

I 1 L_ 




■fi? 3ft4 71 


R 


0 0 


T03 R10 WELS 


PROPANE SHED (A), KIDNEY POND 


NCT 


$1 ,250.00 


$0.00 


R 


0 0 


T03 R10 WELS 


PROPANE SHED (B), DAICEY POND 


MNO 


$1 ,240.00 


$0.00 


R 


0 0 


T03 R10 WELS 


RANGER CABIN/OFFICE, KIDNEY POND 


PVV 


$46,160.00 


$4,144.84 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 










T03 R10 WELS 


RANGERS HOUSE, ABOL CAMPGROUND 


PWR 


$79,120.00 


$7,490.25 


R 0 0 


T03 R10 WELS 


RANGERS HOUSE, KATAHDIN STREAM 


PWT 


$85,280.00 


$7,490.25 


R 0 0 


T03 R10 WELS 


RANGERS OFFICE, DAICEY POND 


PWV 


$62,400.00 


$6,906.56 


R 0 0 


T03 R10 WELS 


RANGERS QUARTERS, DAICEY POND 


NCC 


$150,000.00 


$6,906.56 


R 0 0 


T03 R10 WELS 


SHOWER HOUSE, KIDNEY POND 


PVD 


$7,181.38 


$3,414.67 


R 0 0 


T03 R10 WELS 


SHOWER HOUSE, DAICEY POND 


PVB 


$5,749.41 


$1 ,657.94 


R 0 0 


T03 R10 WELS 


SPRUCE HAVEN #3, KIDNEY POND 


PTD 


$38,160.00 


$4,144.84 


R 0 0 


T03 R10 WELS 


TAMARACK #3, DAICEY POND 


PYF 


$21,280.00 


$1,034.51 


R 0 0 


T03 R10 WELS 


TOILET, SLIDE DAM 


PZX 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET DBL #1 , ABOL CAMPGROUND 


PXT 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET DBL #1 , FOSTER FIELD 


PYC 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET DBL #1 1 , DAICEY POND 


KQQ 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET DBL #2, FOSTER FIELD 


PYB 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET DBL #2, KATAHDIN STREAM 


KQC 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET DBL #2, DAICEY POND 


KQM 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET DBL #2, ABOL CAMPGROUND 


KQL 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET DBL #3, ABOL CAMPGROUND 


PXR 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET DBL #3, KATAHDIN STREAM 


KQD 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET HANDICAP #1 , KIDNEY POND 


HSX 


$3,000.00 


$0.00 


R 0 0 


Tm Rin WFi 9 

1 \J\J l \ \ \J VV 1 i_o 


TDM FT HANDICAP*? KIDNFY PDND 


KOK 


<R3 nnn no 


<Rn on 


R n n 


T03 R10 WELS 


TOILET SINGLE, KIDNEY POND 


KLX 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET SINGLE #1 , ABOL CAMPGROUND 


PXP 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET SINGLE #1 , KATAHDIN STREAM 


PXJ 


$3,000.00 


$0.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 








T03 R10 WELS 


Tnil FT CilNRI F DAir.FY POND 


pyv 

r /\ V 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


Tnii FT ciiNRi F #in nAir.FY pnNn 


KnR 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


Tnil FT CilNRI F a? nAir.FY PONR 


KRP. 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


Tnil FT CilNRI F nAIPFY PONR 


KRR 

rvriD 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


Tnil FT CilNRI F #4 RAIPFY PONR 


Kn7 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


Tnil FT ciiNm F ifR nAir.FY pnNn 


Kny 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


Tnil FT 9INm F #R DAIPFY PnND 


Knw 

iWjt V V 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOM FT 9INni F #7 DAIPFY POND 


Knv 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOM FT *^IMni F #fi DAIPFY POND 


KnT 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOM FT 9IMni F #Q DAIPFY POMD 


Kn9 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOM FT 9IMni F FIFI D DAIPFY POMD 


PYD 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOM FT *^INr5l F PIT #P KIDNFY POND 


KnR 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


Tnil FT '^INm F PIT ? Rl Dfi KIRNFY PnNR 


KF7 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


Tnil FT VAI II T THF RIRr.HFc; 




$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


Tnil FT VAI II T nRI #1 KinNFY PnNR 


RN.I 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET VAULT DBL #2, KIDNEY POND 


KQG 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET VAULT DBL #3, KIDNEY POND 


KQF 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET VAULT SINGLE #1 , KATAHDIN STREAM 


PXF 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TOILET VAULT SINGLE #3, KATAHDIN STREAM 


RFX 


$3,000.00 


$0.00 


R 0 0 


T03 R10 WELS 


TRAIL CREW CAMP, KIDNEY POND 


PYD 


$33,840.00 


$13,811.99 


R 0 0 


T03 R10 WELS 


WHISPERING PINES #9, DAICEY POND 


PVP 


$49,600.00 


$1,382.00 


R 0 0 


T03 R10 WELS 


WOOD SHED, DAICEY POND 


PYL 


$24,418.26 


$0.00 


R 0 0 


T03 R10 WELS 


WOODCHUCK #9, KIDNEY POND 


PTB 


$40,000.00 


$4,144.84 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 








T03 R10 WELS 


wnnnciHFn aroi PAMPRRni iNn 


PYN 


$5,172.54 


$413.35 


R 0 0 


T03 R10 WELS 




KPF 


$2,505.08 


$825.56 


R 0 0 


T03 R10 WELS 


wnRK^innp nAir.FY pdnr 


PYR 


$21 ,547.53 


$6,639.71 


R 0 0 


T04 R09 WELS 


RI INK UnijCiF RI RCJFI 1 PONR 


QIH 


$64,880.00 


$1 ,081 .50 


R 0 0 


T04 R09 WELS 


r.RFW r.AMP RI RCJFI 1 PONR 


QLI 


$17,235.68 


$3,453.28 


R 0 0 


T04 R09 WELS 


1 FANTnitI RljCiCiFi 1 PDNR 


QIR 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


1 FANTD #1 d MAN WA^^ATAOI iniK ciTRFAM 


O IM 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


1 FAMTD #P RI 1 POND 


KRF 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


1 FAMTO #? d K/IAM WA^^^^ATADI lOIK 

l—l^rAIN 1 \_/ TTti H- IvIrAIM, V V rAOO/A 1 rA^^JwIix 


KRD 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


1 FAMTO if 9 RI |C;c;FI 1 PHMR 


KRO 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


1 FAMTD #4 RI I99FI 1 POMD 


KRH 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


1 FAMTO #R RI R*^FI 1 POMD 


O IP 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


1 FANTn 4 MAN WACIQATAOI iniK 1 K R 


QIP 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


1 FANTn 4 MAN PORY PONR 


Qll 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


RANRFRc; ni lARTFRc; RI |c;c;FI 1 PONR 


QIT 


$59,840.00 


$7,490.25 


R 0 0 


T04 R09 WELS 


TOILET SINGLE, WASSATAQUOIK STREAM 


QJZ 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


TOILET SINGLE, WASSATAQUOIK LK IS 


QJX 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


TOILET SINGLE #1 , RUSSELL POND 


QJV 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


TOILET SINGLE #2, RUSSELL POND 


KRJ 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


TOILET SINGLE #3, RUSSELL POND 


KRK 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


TOILET SINGLE #4, RUSSELL POND 


KRM 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


TOILET SINGLE #5, RUSSELL POND 


KRN 


$3,000.00 


$0.00 


R 0 0 


T04 R09 WELS 


TOILET VAULT SINGLE, LEDGE FALLS 


0KB 


$3,000.00 


$0.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 








T04 R09 WELS 




NM 1 

1 NIVIU 


$30,720.00 


$6,813.45 


R 0 0 


T04 R09 WELS 


WnRKCiUnP/CiTnRARF Rl RCJFI 1 PDNR 


OKn 


$8,619.01 


$1 ,382.00 


R 0 0 


T04R10WELS 


Ar.r.FCjcjIRI F TDII FT#1 NF^inWAnNFHIjNK 




$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


Anr.FCicjiRi F Tnii ft#? NFcinwAnNFHi ink 


KRO 


$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


RIINKHnilCiF NFCinWAnNFHI INK 




$17,236.89 


$3,453.28 


R 0 0 


T04R10WELS 


RARARFAA/nRKCJI-inP NFCinWAnNFHI INK 


P7 1 


$18,430.39 


$6,661 .28 


R 0 0 


T04 R10 WELS 


1 FANTD I ITTI F WA^iQATAni IDIK 


P7P 


$3,000.00 


$0.00 


R 0 0 


T04 R10 WELS 


1 FANTO MF^DWADMFHl IMK 


KR9 


$3,000.00 


$0.00 


R 0 0 


T04 R10 WELS 


1 FAMTD itd MF^OWADMFHl IMK 


KRT 
ixri 1 


$3,000.00 


$0.00 


R 0 0 


T04 R10 WELS 


1 FAMTD #1 MF*^nWAnMFHl IMK 


P7M 


$3,000.00 


$0.00 


R 0 0 


T04 R10 WELS 


1 FAMTn#in MF^OWADMFHI IMK 


r \o w 


$3,000.00 


$0.00 


R 0 0 


T04 R10 WELS 


1 FAMTD #11 MF*^nWAnMFHl IMK 


K^n 


$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


1 FANTD a? NF'^nWAnNFHI INK 


KRR 

rvriri 


$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


1 FANTnaR NFCinWAnNFHI INK 


KRV 

iXli V 


$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


1 FANTn#fi NFCinWAnNFHI INK 


KRW 

rvri V V 


$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


LEANT0#7, NESOWADNEHUNK 


KRX 


$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


LEANT0#8, NESOWADNEHUNK 


KRZ 


$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


LEANT0#9, NESOWADNEHUNK 


KSB 


$3,000.00 


$0.00 


R 0 0 


T04 R10 WELS 


LEANTO VOLUNTEER, ROARING BROOK 


OBF 


$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


PICNIC SHELTER, NESOWADNEHUNK 


POX 


$3,000.00 


$0.00 


R 0 0 


T04R10WELS 


PICNIC TABLE SHELTER #1 , NESOWADNEHUNK 


PZR 


$1 ,500.00 


$0.00 


R 0 0 


T04R10WELS 


PICNIC TABLE SHELTER #2, NESOWADNEHUNK 


KSG 


$1 ,500.00 


$0.00 


R 0 0 


T04 R10WELS 


PICNIC TABLE SHELTER #3, NESOWADNEHUNK 


KSF 


$1 ,500.00 


$0.00 


R 0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 








ABC 


T04R10WELS 


RANGERS HOUSE, NESOWADNEHUNK 


PZT 


$76,800.00 


$7,490.25 


R 

n 


n 


n 


T04R10WELS 


TOILET DBL#1, NESOWADNEHUNK 


QBB 


$3,000.00 


$0.00 


n 


n 


n 


T04R10WELS 


TOILET DBL#2, NESOWADNEHUNK 


KTW 


$3,000.00 


$0.00 


D 

n 


n 


n 


T04R10WELS 


TOILET DBL#3, NESOWADNEHUNK 


KSK 


$3,000.00 


$0.00 


D 

n 


n 


n 


T04R10WELS 


TOILET DBL#4, NESOWADNEHUNK 


KSL 


$3,000.00 


$0.00 


n 






T04R10WELS 


TOILET SINGLE, LITTLE WASSATAQUOIK 


PZZ 


$3,000.00 


$0.00 


p 




n 


T04 R10 WELS 


TOILET SINGLE #1 , NESOWADNEHUNK 


QBD 


$3,000.00 


$0.00 


p 


u 


0 
u 


T04 R10 WELS 


TOILET SINGLE #2, NESOWADNEHUNK 


KSM 


$3,000.00 


$0.00 


P 


n 

u 


n 

u 


T04 R10 WELS 


TOILET SINGLE #3, NESOWADNEHUNK 


KSN 


$3,000.00 


$0.00 


P 


n 
u 


n 
u 


T04 R10 WELS 


TOILET SINGLE #4, NESOWADNEHUNK 


KSP 


$3,000.00 


$0.00 


p 


0 
u 


n 
u 


T04 R10 WELS 


TOILET VAULT, NESOWADNEHUNK 


PQZ 


$3,000.00 


$0.00 


R 


n 


n 


T04 R10 WELS 


TOILET VAULT SINGLE #2, KATAHDIN STREAM 


PZV 


$3,000.00 


$0.00 


P 


n 


n 


T05 R09 WELS 


BUNK HOUSE 8 MAN, SOUTH BRANCH POND 


QSJ 


$35,000.00 


$2,500.00 


p 


n 


n 


T05 R09 WELS 


CREW CAMP, SOUTH BRANCH POND 


QSL 


$29,120.00 


$3,453.28 


p 


n 


n 


T05 R09 WELS 


GARAGE/WORKSHOP, SOUTH BRANCH POND 


QSR 


$15,801.52 


$6,639.71 


p 


n 


n 


T05 R09 WELS 


LEANTO 4 MAN #1, SOUTH BRANCH POND 


QST 


$3,000.00 


$0.00 


R 


0 


0 


T05 R09 WELS 


LEANTO 4 MAN #10, SOUTH BRANCH POND 


KSV 


$3,000.00 


$0.00 


R 


0 


0 


T05 R09 WELS 


LEANTO 4 MAN #1 1 , SOUTH BRANCH POND 


KST 


$3,000.00 


$0.00 


R 


0 


0 


T05 R09 WELS 


LEANTO 4 MAN #12, SOUTH BRANCH POND 


KSQ 


$3,000.00 


$0.00 


R 


0 


0 


TD^ Rnq WFi 9 

1 \J\J tWJZ/ V V i_i_o 


1 FANTn 4 MAN #? SDl ITH RRANCH PDND 


KTN 


<R3 nnn no 


<Rn on 


R 


0 


0 


T05 R09 WELS 


LEANTO 4 MAN #3, SOUTH BRANCH POND 


KTM 


$3,000.00 


$0.00 


R 


0 


0 


T05 R09 WELS 


LEANTO 4 MAN #4, SOUTH BRANCH POND 


KTL 


$3,000.00 


$0.00 


R 


0 


0 


T05 R09 WELS 


LEANTO 4 MAN #5, SOUTH BRANCH POND 


KTK 


$3,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNR" 293 


BAX, BAXTER STATE PARK AUTHORITY 








ABC 


T05 R09 WELS 


LEANTO 4 MAN #6, SOUTH BRANCH POND 


KTG 


$3,000.00 


$0.00 


R 

n 


n 


n 


T05 R09 WELS 


LEANTO 4 MAN #7, SOUTH BRANCH POND 


KSZ 


$3,000.00 


$0.00 


n 


n 


n 


T05 R09 WELS 


LEANTO 4 MAN #8, SOUTH BRANCH POND 


KSX 


$3,000.00 


$0.00 


D 

n 


n 


n 


T05 R09 WELS 


LEANTO 4 MAN #9, SOUTH BRANCH POND 


KSW 


$3,000.00 


$0.00 


D 

n 


n 


n 


T05 R09 WELS 


RANGERS LIVING QUARTERS, SOUTH BRANCH POND 


QTN 


$76,800.00 


$7,490.25 


n 






T05 R09 WELS 


TOILET DBL #1 , SOUTH BRANCH POND 


QTT 


$3,000.00 


$0.00 


p 




n 


T05 R09 WELS 


TOILET DBL #2, SOUTH BRANCH POND 


KTT 


$3,000.00 


$0.00 


p 


u 


0 
u 


T05 R09 WELS 


TOILET DBL #3, SOUTH BRANCH POND 


KTS 


$3,000.00 


$0.00 


P 


n 

u 


n 

u 


T05 R09 WELS 


TOILET DBL #4, SOUTH BRANCH POND 


KTQ 


$3,000.00 


$0.00 


P 


n 
u 


n 
u 


T05 R09 WELS 


TOILET DBL #5, SOUTH BRANCH POND 


KTP 


$3,000.00 


$0.00 


p 


u 


u 


T05 R09 WELS 


TOILET SINGLE #1 , SOUTH BRANCH POND 


QTV 


$3,000.00 


$0.00 


R 


n 


n 


T05 R09 WELS 


TOILET SINGLE #2, SOUTH BRANCH POND 


KTV 


$3,000.00 


$0.00 


p 


n 


n 


T05 R09 WELS 


TOILET SINGLE #3, SOUTH BRANCH POND 


KVC 


$3,000.00 


$0.00 


p 


n 


n 


T05 R09 WELS 


TOILET SINGLE #4, SOUTH BRANCH POND 


KVH 


$3,000.00 


$0.00 


p 


n 


n 


T05 R09 WELS 


TOILET SINGLE #5, SOUTH BRANCH POND 


KLV 


$3,000.00 


$0.00 


p 


n 


n 


T05 R09 WELS 


WOODSHED, SOUTH BRANCH POND 


QTZ 


$4,022.20 


$275.94 


R 


0 


0 


T05R10WELS 


TOILET, BURNT MTN AREA 


KXD 


$3,000.00 


$0.00 


R 


0 


0 


T05R10WELS 


TOILET VAULT, NORTH BRANCH 


KXG 


$3,000.00 


$0.00 


R 


0 


0 


T05 R10 WELS 


TRAIL CREW CAMP, NORTH BRANCH 


KXM 


$21,157.50 


$0.00 


R 


0 


0 


TfTS Rin WFI 9 

1 \J\J 1 I 1 \J VV 1 i_o 


TRAM CRFW KITCHFN NORTH BRANCH 

1 1 i/\ 1 L_ \_/ 1 1 1 VV i\i 1 II IM, iMV_/ri 1 1 1 LjrirAiM\_/i i 


KXC 


•RPI 1^7 50 


<Rn on 


R 


0 


0 


T05 R10 WELS 


TRAIL CREW SHOWER HOUSE, NORTH BRANCH 


KXF 


$11,200.00 


$0.00 


R 


0 


0 


T06 R08 WELS 


EQUIP SHED MATAGAMON GATE, MATAGAMON 


QBC 


$1,816.92 


$6,215.00 


R 


0 


0 


T06 R08 WELS 


GARAGE/SNOW SLED STORAGE, MATAGAMMON LAKE 


OBJ 


$10,773.20 


$691.56 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT 293 BAX, BAXTER STATE PARK AUTHORITY 



T06 R08 WELS 


GATEHOUSE, MATAGAMMON LAKE 


QBL 


$61,440.00 


$7,968.33 


R 


0 


0 


T06 R08 WELS 


STORAGE SHED EAST BRANCH, MATAGAMON 


KXN 


$5,638.65 


$0.00 


R 


0 


0 


T06 R08 WELS 


TOILET SINGLE #1 , MATAGAMMON LAKE 


RXX 


$3,000.00 


$0.00 


R 


0 


0 


T06 ROB WELS 


TOILET SINGLE #2, MATAGAMMON LAKE 


KVJ 


$3,000.00 


$0.00 


R 


0 


0 


T06 R08 WELS 


TOILET VAULT DBL, MATAGAMMON LAKE 


QBT 


$3,000.00 


$0.00 


R 


0 


0 


T06 R08 WELS 


TOILET VAULT DBL, MATAGAMMON GATEHOUS 


QBV 


$3,000.00 


$0.00 


R 


0 


0 


T06 R09 WELS 


CREW CAMP, TROUT BROOK FARM 


OSN 


$78,523.87 


$17,033.62 


R 


0 


0 


T06 R09 WELS 


GARAGE/WORKSHOP (2 CAR), TROUT BROOK FARM 


OSP 


$25,857.04 


$6,906.56 


R 


0 


1 


T06 R09 WELS 


PICNIC SHELTER, MATAGAMOR LANDING 


KFF 


$1 ,500.00 


$0.00 


R 


0 


0 


T06 R09 WELS 


PICNIC TABLES (4), TROUT BROOK FARM 


OTF 


$7,390.32 


$0.00 


R 


0 


0 


T06 R09 WELS 


PROPANE PL BLD POLE BARN, TROUT BROOK FARM 


OTH 


$20,795.79 


$3,406.72 


R 


0 


0 


T06 R09 WELS 


RANGERS HOUSE LIVING OUARTERS, TROUT BROOK FARM 


OIL 


$61,440.00 


$7,490.25 


R 


0 


0 


T06 R09 WELS 


TOILET DBL #1 , TROUT BROOK FARM 


QTR 


$3,000.00 


$0.00 


R 


0 


0 


T06 R09 WELS 


TOILET DBL #2, TROUT BROOK FARM 


KVM 


$3,000.00 


$0.00 


R 


0 


0 


T06 R09 WELS 


TOILET DBL #3, TROUT BROOK FARM 


KVQ 


$3,000.00 


$0.00 


R 


0 


0 


T06 R09 WELS 


TOILET DBL #4, TROUT BROOK FARM 


KVR 


$3,000.00 


$0.00 


R 


0 


0 


T06 R09 WELS 


TOILET VAULT DBL, TROUT BROOK FARM 


OTX 


$3,000.00 


$0.00 


R 


0 


0 


T06 R09 WELS 


WOODSHED EAST BRANCH, MATAGAMON 


KFD 


$21,816.92 


$2,271.15 


R 


0 


0 


T06 R10 WELS 


ACCESSIBLE TOILETS, SFMA 


PCF 


$3,000.00 


$0.00 


R 


0 


0 


T06 R10 WELS 


CABIN 1, SFMA 


PBL 


$35,000.00 


$0.00 


R 


0 


0 


T06 R10 WELS 


CABIN 2, SFMA 


PBX 


$35,000.00 


$0.00 


R 


0 


0 


T06 R10 WELS 


CABIN 4, SFMA 


FXD 


$67,464.37 


$0.00 


R 


0 


0 


T06 R10WELS 


GENERATOR SHED, SFMA 


QBX 


$4,310.64 


$7,968.33 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT 293 


BAX, BAXTER STATE PARK AUTHORITY 










T06R10WELS 


LEANTO, SFMA HUDSON PD 


KD< 


$3,000.00 


$0.00 


R 0 0 


T06R10WELS 


LEANTO #1 , SFMA WEBSTER LAKE 


FDP 


$3,000.00 


$0.00 


R 0 0 


T06R10WELS 


LEANTO #2, SFMA WEBSTER STREAM 


FTX 


$3,000.00 


$0.00 


R 0 0 


T06R10WELS 


LEANTO 4 MAN, LITTLE EAST CAMPSITE 


QBZ 


$3,000.00 


$0.00 


R 0 0 


T06R10WELS 


LEANTO 4 MAN, FROST POND 


QCB 


$3,000.00 


$0.00 


R 0 0 


T06R10WELS 


PICNIC SHELTER, SFMA BLUNDER PD 


PJV 


$3,000.00 


$0.00 


R 0 0 


T06 R10 WELS 


PICNIC SHELTER, SFMA HALFWAY BOG 


OBN 


$3,000.00 


$0.00 


R 0 0 


T06 R10 WELS 


RANGERS CAMP, SFMA WEBSTER LAKE 


OCD 


$34,560.00 


$6,773.71 


R 0 0 


T06 R10 WELS 


SHED/SNOWSLED STORAGE, SFMA 


OBK 


$3,585.01 


$12,000.00 


R 0 0 


T06 R10 WELS 


SOLAR SHED, SFMA 


PCP 


$20,000.00 


$0.00 


R 0 0 


T06 R10 WELS 


STORAGE SHED, SFMA 


PBZ 


$2,000.00 


$0.00 


R 0 0 


T06 R10 WELS 


TOILET SINGLE, SFMA WEBSTER LAKE 


OCJ 


$3,000.00 


$0.00 


R 0 0 


T06R10WELS 


TOILET SINGLE, LITTLE EAST CAMPSITE 


BPM 


$3,000.00 


$0.00 


R 0 0 


T06 R10 WELS 


TOILET VAULT SINGLE, SFMA HALFWAY BOG 


GHV 


$3,000.00 


$0.00 


R 0 0 


T06R10WELS 


WOODSHED, SFMA WEBSTER LAKE 


QCN 


$2,980.89 


$0.00 


R 0 0 




UNFT 293 TOTALS 


$5,714,320.34 


$707,824.72 




UNrr 313 


PFR, BOARD OF DENTAL EXAMINERS 










AUGUSTA 


LEASED - 161 CAPITOL ST, 161 CAPITOL ST 


BPB 


$0.00 


$90,000.00 


0 0 



UNIT 313 TOTALS $0.00 $90,000.00 



UNIT 322 PFR, BOARD OF LICENSURE, PROFESSIONAL ENGINEERS 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 










ABC 


UNFT 322 


PFR, BOARD OF LICENSURE, PROFESSIONAL ENGINEERS 






AUGUSTA 


OLDE FEDERAL BLDG, 295 WATER ST BKS 


$0.00 


$100,000.00 


0 0 




1 IMIT ^99 TOTAI C: 


qjU.UU 


$100,000.00 




UNFT 346 


MSH, MAINE STATE HOUSING AUTHORITY 








AUGUSTA 


AV OF YR REOPROP REP TO RSKMGT, NO ADDRESS BMV 


$2,384,251 .26 


$0.00 


R 0 0 


AUGUSTA 


MAINE STATE HOUSING AUTH, 353 WATER ST CGL 


$0.00 


$4,000,000.00 


0 0 


BRUNSWICK 


NEXUS MANAGEMENT (HOT SITE), 4 INDUSTRIAL PARKWAY DXJ 


$0.00 


$250,000.00 


R 0 0 




UNIT 346 TOTALS 


$2,384,251.26 


$4,250,000.00 




UNFT 348 


HRC, MAINE HUMAN RIGHTS COMMISSION 








AUGUSTA 


19 UNION ST, 19 UNION ST BNZ 


$0.00 


$99,370.00 


0 0 




UNIT 348 TOTALS 


$0.00 


$99,370.00 




UNrr 351 


WC, WORKERS COMPENSATION BOARD 









AUGUSTA 


24 STONE STREET, 24 STONE ST 


BTD 


$0.00 


$192,000.00 


0 0 


AUGUSTA 


DEERING BLDG, 90 BLOSSOM LN 


BRH 


$0.00 


$630,000.00 


0 0 


BANGOR 


H BUILDING OFFICE CENTER, 106 HOGAN RD 


DHF 


$0.00 


$165,000.00 


0 0 


CARIBOU 


43 HATCH DR, 43 HATCH DRIVE 


FHP 


$0.00 


$110,000.00 


0 0 


LEWISTON 


36 MOLLISON WAY, 36 MOLLISON WAY 


JLZ 


$0.00 


$165,000.00 


0 0 


PORTLAND 


GOVERNMENT CENTER, 234 OXFORD ST 


MPC 


$0.00 


$110,000.00 


0 0 


PORTLAND 


GOVERNMENT CENTER, 62 ELM ST 


MPT 


$0.00 


$165,000.00 


0 0 




R means the building is insured for replacement cost 


(B) The number of boilers to be inspected 






(A) 


D means the building is insured for demolition cost 


(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNR" 351 WC, WORKERS COMPENSATION BOARD 



UNIT 351 TOTALS $0.00 $1,537,000.00 

UNFT 352 ADF, EMPLOYEE HEALTH INSURANCE PROGRAM 



AUGUSTA 


21 845 FLEET WAREHOUSE, 1 05 CAPITOL ST 


BKJ 


$0.00 


$125,000.00 


0 0 


AUGUSTA 


220 CAPITOL STREET, 220 CAPITOL ST 


BKZ 


$0.00 


$250,000.00 


0 0 


AUGUSTA 


ELKINS BLDG, 19 ELKINS LN 


BTF 


$0.00 


$150,000.00 


0 0 


AUGUSTA 


GYM, 6 ELKINS LN 


BWV 


$0.00 


$200,000.00 


0 0 


BANGOR 


F BUILDING-STATE ST, 656 STATE ST 


DGR 


$0.00 


$350,000.00 


0 0 






UNFT 352 TOTALS 


$0.00 


$1,075,000.00 





UNrr 370 MMA, MAINE MARITIME ACADEMY 



CASTINE 


ABBOTT HOUSE, 162 BATTLE AVE 


FNM 


$1,000,000.00 


$0.00 


R 


1 


0 


CASTINE 


ANCHOR HOUSE, 102 MAIN ST 


FMR 


$693,000.00 


$5,000.00 


R 


1 


0 


CASTINE 


ANDREWS HALL, WATER ST 


FLP 


$1,100,000.00 


$300,000.00 


R 


2 


0 


CASTINE 


BINNACLE HOUSE GARAGE, 14 COURT ST 


FMH 


$28,000.00 


$4,000.00 


R 


0 


0 


CASTINE 


BINNACLE HSE, 14 COURT ST 


FLR 


$450,000.00 


$4,000.00 


R 


1 


0 


CASTINE 


BIW HALL, PLEASANT ST 


FLT 


$2,850,000.00 


$3,000,000.00 


R 


1 


0 


CASTINE 


BUOY HSE, 54 PLEASANT ST 


FLV 


$350,000.00 


$6,000.00 


R 


1 


0 


CASTINE 


CAPSTAN HSE, 98 MAIN ST 


FLX 


$622,000.00 


$6,000.00 


R 


1 


0 


CASTINE 


COMPASS HSE, 22 COURT ST 


FLZ 


$211,000.00 


$5,000.00 


R 


1 


0 


CASTINE 


CURTIS HALL, 50 TARRATINE ST 


FMB 


$25,020,000.00 


$2,000,000.00 


R 


2 


0 


CASTINE 


DIRIGO HSE, MAINE & WATER ST 


FNC 


$618,000.00 


$100,000.00 


R 


1 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 370 


MMA, MAINE MARITIME ACADEMY 










CASTINE 


DISMUKES HALL, PLEASANT ST 


FMD 


$10,528,000.00 


$2,000,000.00 


R 1 1 


CASTINE 


FIELD LIGHTS, COURT & PLEASANT ST 


FNS 


$100,000.00 


$0.00 


R 0 0 


CASTINE 


FIELD MAIN BLEACHERS, COURT & PLEASANT ST 


FNW 


$355,000.00 


$0.00 


R 0 0 


CASTINE 


FIELD PRESS BOX, COURT & PLEASANT ST 


FNF 


$134,000.00 


$0.00 


R 0 0 


CASTINE 


FIELD SCOREBOARD, COURT & PLEASANT ST 


FMK 


$25,000.00 


$0.00 


R 0 0 


CASTINE 


FIELD SMALL BLEACHERS, COURT & PLEASANT ST 


FMC 


$50,000.00 


$0.00 


R 0 0 


CASTINE 


FIELD TURF EXCL LIGHTS/STRUCTS, COURT & PLEASANT ST 


FMF 


$1,000,000.00 


$0.00 


R 0 0 


CASTINE 


FIELD VISITOR BLEACHERS, COURT & PLEASANT ST 


FMG 


$50,000.00 


$0.00 


R 0 0 


CASTINE 


FLAGPOLE STRUCTURE, PLEASANT ST 


FNQ 


$25,000.00 


$0.00 


R 0 0 


CASTINE 


GRADUATE STUDENT HSG A, PLEASANT 


FNG 


$1 ,333,000.00 


$150,000.00 


R 1 0 


CASTINE 


GRADUATE STUDENT HSG B, PLEASANT 


FMJ 


$887,000.00 


$150,000.00 


R 1 0 


CASTINE 


GROUNDS SHOP, 30 COURT ST 


FML 


$25,000.00 


$40,000.00 


R 0 0 


CASTINE 


LEAVITT HALL, PLEASANT ST 


FMP 


$6,709,000.00 


$2,500,000.00 


R 0 0 


CASTINE 


NROTC, 44 PLEASANT ST 


FMT 


$388,000.00 


$60,000.00 


R 1 0 


CASTINE 


PENNANT HSE, 18 COURT ST 


FMV 


$276,000.00 


$3,000.00 


R 1 0 


CASTINE 


PERKINS HSE, 66 PLEASANT ST 


FMX 


$387,000.00 


$60,000.00 


R 1 0 


CASTINE 


PILOT HSE, 67 PLEASANT ST 


FMZ 


$307,000.00 


$60,000.00 


R 1 0 


CASTINE 


PROPELLOR HSE, 4 COURT ST 


FNH 


$605,000.00 


$4,000.00 


R 1 0 


CASTINE 


OUICK/PLATZ HALL, 174 BATTLE AVE 


FNJ 


$4,500,000.00 


$4,763,690.40 


R 2 1 


V_//\0 1 1 1 M ^ 


RnnGFR9 HA! 1 /PAY^ON WATFR ST 


FN! 

1 1 Ml— 


tfi finn nnn no 


15? 5nn nnn nn 


R n 1 

1 k \j 1 


CASTINE 


SEXTANT HSE, 52 PLEASANT ST 


FNN 


$300,000.00 


$3,000.00 


R 1 0 


CASTINE 


SMITH MULTIPURP/ALEXANDER BLDG, PLEASANT ST 


FNP 


$16,990,000.00 


$1,000,000.00 


R 0 1 


CASTINE 


SS ST OF ME PIER BAR & FLOATS, MMA WATERFRONT 


FNR 


$3,584,840.70 


$0.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 370 


MMA, MAINE MARITIME ACADEMY 








CASTINE 


SS STATE OF MAINE TNG SHIP, MMA WATERFRONT 


FNT 


$0.00 


$250,000.00 


0 0 


CASTINE 


STUDENT UNION, PLEASANT ST 


FNV 


$7,161,000.00 


$1 ,000,000.00 


R 2 2 


CASTINE 


TOOL SHED, COURT ST 


FNX 


$2,929.50 


$0.00 


R 0 0 


CASTINE 


TRANSFORMERS AND POLES, CAMPUS 


FNZ 


$50,000.00 


$0.00 


R 0 0 


CASTINE 


WINDLASS HSE, 58 PLEASANT ST 


FPD 


$413,900.00 


$2,000.00 


R 1 0 


CASTINE 


WYMAN GARAGE, 167 BATTLE AVE 


FNB 


$25,000.00 


$0.00 


R 0 0 


CASTINE 


WYMAN HOUSE, 167 BATTLE AVE 


FND 


$1 ,200,000.00 


$150,000.00 


R 1 0 




UNrr 370 


TOTALS 


$96,953,670.20 


$20,125,690.40 




UNIT 373 


PFR, BOARD OF LICENSURE IN 


MEDICINE 








AUGUSTA 


LEASED - 161 CAPITOL ST, 161 CAPITOL ST 


BPB 


$0.00 


$135,000.00 


0 0 




UNFT 373 


TOTALS 


$0.00 


$135,000.00 




UNIT 376 


MMB, MAINE MUNICIPAL BOND BANK 








AUGUSTA 


MAINE MUNICIPAL BOND BANK, 127 COMMUNITY DR 


CFZ 


$3,676,800.00 


$250,000.00 


R 0 0 


BANGOR 


PENOBSCOT JUDICIAL CTR-COURTS, 78 EXCHANGE ST 


MJR 


$35,600,000.00 


$0.00 


R 2 0 


BIDDEFORD 


BIDDEFORD DIST CT, 25 ADAMS ST 


DSN 


$6,500,000.00 


$0.00 


R 0 0 


LEWISTON 


LEWISTON DIST CT, 71-85 LISBON ST 


JU 


$15,000,000.00 


$0.00 


R 0 0 


RnCKI AND 


KNOX CTY CT STATE ADDITION, 62 UNION ST 


NJG 


f,7 Rf)f) 000 00 


•fin 00 


ROD 


SKOWHEGAN 


SKOWHEGAN DIST CT, 47 COURT ST 


PDP 


$4,500,000.00 


$0.00 


R 0 0 


SPRINGVALE 


SPRINGVALE DIST CT, 447 MAIN ST 


PKD 


$6,500,000.00 


$0.00 


R 0 0 


YORK 


YORK DIST CT, 1 1 CHASES POND RD 


RST 


$4,000,000.00 


$0.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 376 


MMB, MAINE MUNICIPAL BOND BANK 












UNIT 376 


TOTALS 


$83,576,800.00 


$250,000.00 




UNFT 380 


PFR, BOARD OF NURSING 










AUGUSTA 


LEASED - 161 CAPITOL ST, 161 CAPITOL ST 


BPB 


$0.00 


$750,000.00 


0 0 




UNIT 380 


TOTALS 


$0.00 


$750,000.00 




UNIT 382 


PFR, BOARD OF OPTOMETRY 










GARDINER 


ANNEX, 76 NORTHERN AVE 


HCB 


$0.00 


$12,000.00 


0 0 




UNrr 382 


TOTALS 


$0.00 


$12,000.00 




UNIT 383 


PFR, BOARD OF OSTEOPATHIC LICENSURE 








AUGUSTA 


LEASED - 161 CAPITOL ST, 161 CAPITOL ST 


BPB 


$0.00 


$100,000.00 


0 0 




UNrr 383 


TOTALS 


<tn nn 

>pU.UU 


41 nn nnn nn 
$ 1 uu,uuu.uu 




UNIT 389 


ADF, BUREAU OF HUMAN RESOURCES 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$200,000.00 


0 0 


AUGUSTA 


NASH SCHOOL, 103 SEWALL ST 


CHR 


$0.00 


$20,000.00 


0 0 




UNrr 389 


TOTALS 


$0.00 


$220,000.00 




UNIT 398 


DOT, MAINE PORT AUTHORITY 











R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 398 


DOT, MAINE PORT AUTHORITY 










PORTLAND 


CATERPILLAR PORTABLE GENERATOR, 460 COMMERCIAL ST 


BHF 


$0.00 


$239,680.00 


0 0 


PORTLAND 


INTERNATIONAL MARINE TERMINAL, 460 COMMERCIAL ST 


BCQ 


$1,185,000.00 


$45,000.00 


R 0 0 


PORTLAND 


PIER, 468 COMMERCIAL ST 


MOP 


$5,000,000.00 


$0.00 


R 0 0 


PORTLAND 


RUBB BLDG, 468 COMMERCIAL ST 


PHQ 


$300,000.00 


$0.00 


R 0 0 


PORTLAND 


TERMINAUMAINTENANCE SHED, 468 COMMERCIAL ST 


PHP 


$1 ,000,000.00 


$0.00 


R 0 0 




UNFT 398 


TOTALS 


$7,485,000.00 


$284,680.00 




UNIT 407 


PUC, PUBLIC UTILITIES COMMISSION 








HALLOWELL 


101-107 SECOND ST, 101-107 SECOND ST 


HTG 


$0.00 


$1,600,000.00 


0 0 




UNFT 407 


TOTALS 


$0.00 


$1,600,000.00 




UNFT 411 


RS, ME. PUBLIC EMPLOYEES RETIREMENT SYSTEM 








AUGUSTA 


HOUSE W/3 APTS, 25 WADE ST 


BKK 


$76,000.00 


$100,000.00 


R 0 0 


AUGUSTA 


LEASED STORAGE THREE UNITS, 124 LEIGHTON RD 


CLB 


$0.00 


$300,000.00 


0 0 


AUGUSTA 


MAINEPERS MAIN OFFICE, 96 SEWALL ST 


BKL 


$3,360,000.00 


$7,100,000.00 


R 1 0 


AUGUSTA 


TWO BAY GARAGE, 25 WADE ST 


BKM 


$20,000.00 


$100,000.00 


R 0 0 


PORTLAND 


4 CITY CENTER, 4 CITY CENTER 


MSB 


$0.00 


$300,000.00 


0 0 


PORTLAND 


TIME WARNER DATA CENTER, 340 CUMBERLAND AVE 


MSZ 


$0.00 


$300,000.00 


0 0 




UNFT 411 


TOTALS 


$3,456,000.00 


$8,200,000.00 





UNIT 413 EXEC, OFFICE OF PUBLIC ADVOCATE 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 413 


EXEC, OFFICE OF PUBLIC ADVOCATE 










HALLOWELL 


103 WATER ST, 103 WATER ST 


CRS 


$0.00 


$180,000.00 


0 0 




UNIT 413 TOTALS 


$0.00 


$180,000.00 




UNrr 425 


JUD, ADMIN. OFFICE OF THE COURTS 










ALFRED 


YORK CTY CT, 45 KENNEBUNK RD 


i~>i~>\/ 

BBX 


$0.00 


$275,000.00 


0 0 


AUBURN 


ANDROSCOGGIN CTY CT, 2 TURNER ST 


r> i~K 1 

BFN 


$0.00 


$250,000.00 


0 0 


AUGUSTA 


24 o 1 ONt b 1 Rtc 1 , 24 b 1 ONt b 1 


DTP\ 

Bl L) 


$0.00 


$200,000.00 


0 0 


AUGUSTA 


Al 1^1 IOTA r\lC*T ^T" H il C OTATI^ OT" 

AUGUSTA DIST CT, 145 STATE ST 


on JIT 

BMT 


$0.00 


$275,000.00 


0 0 


AUGUSTA 


KENNEBEC CTY CT, 95 STATE ST 


ccz 


$0.00 


$300,000.00 


0 0 


AUGUSTA 


OFF OF CHF JUST & COMP SVCS, 65 STONE ST 


CJP 


$1 ,000,000.00 


$1 ,600,000.00 


R 1 0 


BANGOR 


rtNOBbCO 1 JUDICIAL C 1 K-COUR 1 o, 78 tXCHANGt b 1 


MJR 


$0.00 


$1 ,550,000.00 


0 0 


BATH 


SAGADAHOC CTY CT, 752 HIGH ST 


DPM 


$0.00 


$200,000.00 


0 0 


BELFAST 


BELFAST DIST CT, 1 03 CHURCH ST 


DOR 


$0.00 


$200,000.00 


0 0 


BELFAST 


WALDO CTY CT, 137 CHURCH ST 


DRB 


$0.00 


$200,000.00 


0 0 


BIDDEFORD 


BIDDEFORD DIST CT, 25 ADAMS ST 


DSN 


$0.00 


$350,000.00 


0 0 


BRIDGTON 


BRIDGTON DIST CT, 3 CHASE ST 


DTZ 


$0.00 


$200,000.00 


0 0 


CALAIS 


CALAIS DIST CT, 382 SOUTH ST 


DZZ 


$0.00 


$200,000.00 


0 0 


CARIBOU 


AROOSTOOK COUNTY BLDG, 144 SWEDEN ST 


FGK 


$0.00 


$300,000.00 


0 0 


DOVER FOXCROFT 


PISCATAQUIS CTY CT, 159 E MAIN ST 


GCT 


un on 


15350 000 00 


0 0 


ELLSWORTH 


HANCOCK CTY CT, 50 STATE ST 


GJN 


$0.00 


$300,000.00 


0 0 


FARMINGTON 


FARMINGTON DIST CT, 129 MAIN ST 


GTR 


$0.00 


$200,000.00 


0 0 


FARMINGTON 


FRANKLIN CTY CT, 140 MAIN ST 


GVB 


$0.00 


$175,000.00 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr 425 


JUD, ADMIN. OFFICE OF THE COURTS 








FORT KENT 


FORT KFNT DjCiT P.T 1 MARKFT ciT 




$0.00 


$175,000.00 


0 0 


HOULTON 


ARnn^iTnnK p.ty p.t pr nni irt cit 


H7H 


$0.00 


$350,000.00 


0 0 


LEWISTON 


1 FWRTON niCiT r.T 71 -RR 1 l^iRnN c;T 

l_^VV iO 1 WIN L^IO 1 w 1 ] / 1 OO l—IODwIN O 1 


II 1 


$0.00 


$1 ,000,000.00 


0 0 


LEWISTON 


Vini ATinNc; Rl IRFAI 1 PARK c;T 


II R 


$0.00 


$300,000.00 


0 0 


LINCOLN 


1 iNrni N ni^iT r.T ^ylAlN c;t 


IMR 

uiviri 


$0.00 


$175,000.00 


0 0 


MACHIAS 


WA^iHINRTnN r.TY CT 47 C.Ci\ IRT ciT 


(TV 

U 1 V 


$0.00 


$300,000.00 


0 0 


MADAWASKA 


MADAWASKA DI^T PT P,A^ MAIM c;T 

ivlrAL/rAvvrAorxrt L/ 1 0 I w I , UtO IVlrAIIN O 1 


KR 1 


$0.00 


$150,000.00 


0 0 


MILLINOCKET 


IVI 1 l_l_l 1 N WOiXl^ 1 L^IOI \_/l,^U/ \ 1^1 N WCJOOW 1 / \ v L_ 


KHD 


$0.00 


$175,000.00 


0 0 


NEWPORT 


NFWPORT ni*^T PT 1P\A/ATFR9T 
1 N V V n wn 1 Lyioi oi, itiVVrAii^riOi 


KTR 
r\ 1 n 


$0.00 


$200,000.00 


0 0 


PORTLAND 


PI l^/IRFRI AMR PTV PT 0C\^ MFWRI IRY 


MPH 
IVIn n 


$0.00 


$1,600,000.00 


0 0 


PORTLAND 


PinVFRNK/IFNT PFMTFR 1 9^ PRF*^1 IK/IP^POT ^T 
WW v^niNivii^iN 1 wi^iN 1 1 11 , itiO I r\u-\j\j\\i\\ oww i o i 


MOW 

IVI W V V 


$0.00 


$300,000.00 


0 0 


PRESOUE ISLE 


PRF*^OI IF 1^1 F ni*^T PT 97 RIVFR^^IDF DR 

\ III OV_><LJ 1 lOI— ^ LyIOl Wl,^/ rilV 1 11 0 1 \-J 1 LJix 


NPN 

1 NWI N 


$6,000,000.00 


$250,000.00 


R 0 0 


ROCKLAND 


KNny HTY r.T r? i in ion c;T 

l\l N W/\ W 1 1 W 1 ] \JH. \J 1 N IWI N O 1 


N.IM 

1 NUI N 


$0.00 


$100,000.00 


0 0 


ROCKLAND 


KNny HTY r.T citatf AnniTinN R? I INION c;T 

i\l>IW/\ W 1 1 W 1 O 1 1 ^ AAL^L^I 1 IWIN, UINIWIN O 1 


INUW 


$0.00 


$500,000.00 


0 0 


RUMFORD 


Rl l^ylF^Rn nRT PT 14RPnMnRFc;q qx 

riLJIvinWriLJ UIO IWI, 1 H-O WWINOriCOO O 1 


iNivin 


$0.00 


$175,000.00 


0 0 


S PARIS 


OXFORD CTY CT, 40 WESTERN AVE 


PJH 


$0.00 


$175,000.00 


0 0 


S PARIS 


SOUTH PARIS DIST CT, 26 WESTERN AVE 


PJL 


$0.00 


$175,000.00 


0 0 


SKOWHEGAN 


SKOWHEGAN DIST CT, 47 COURT ST 


PDP 


$0.00 


$300,000.00 


0 0 


SKOWHEGAN 


SOMERSET CTY CT, 41 COURT ST 


PDR 


$0.00 


$175,000.00 


0 0 


SPRINGVALE 


SPRINGVALE DIST CT, 447 MAIN ST 


PKD 


$0.00 


$350,000.00 


0 0 


WBATH 


WEST BATH DIST CT, 101 NEW MEADOWS RD 


QXZ 


$7,000,000.00 


$400,000.00 


R 0 0 


WATERVILLE 


WATERVILLE DIST CT, 1 8 COLBY ST 


RFV 


$0.00 


$200,000.00 


0 0 


WISCASSET 


LINCOLN CTY CT, 32 HIGH ST 


RQR 


$0.00 


$300,000.00 


0 0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 






LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 425 


JUD, ADMIN. OFFICE OF THE COURTS 










YORK 


YORK DIST CT, 1 1 CHASES POND RD 


RST 


$0.00 


$250,000.00 


0 0 




UNIT 425 TOTALS 


$14,000,000.00 


$15,200,000.00 




UNrr 440 


TC, CENTRAL ME COMMUNITY COLLEGE 










AUBURN 


DIRECTORS RESIDENCE, 1250 TURNER ST 


BFT 


$235,000.00 


$60,000.00 


R 1 0 


AUBURN 


1 — /^/^ i~\ r~j 1 — \ 1 — r-j ni III r^ihi/^ A i~ ~ri irthii — n o~r 

FOOD PREP BUILDING, 1250 TURNER ST 


BFZ 


$500,000.00 


$280,000.00 


R 2 0 


AUBURN 


FORTIN HALL DORM, 1250 TURNER ST 


BFV 


$2,200,000.00 


$900,000.00 


R 1 0 


AUBURN 


L/IDL^ U Al 1 -t OCA XI IDMCD CX 

ivlriis. MALL, idoU \ UriNbri o 1 


bob 


$4,800,000.00 


$1 ,200,000.00 


R 2 0 


AUBURN 


LAPOINT CTR, 1250 TURNER ST 


BGG 


$2,850,000.00 


$1 ,375,000.00 


R 1 0 


AUBURN 


LOUIS P JALBERT IND CTR, 1250 TURNER ST 


BGF 


$20,000,000.00 


$9,800,000.00 


R 3 3 


AUBURN 


MAINTENANCE BLDG, 1250 TURNER ST 


BGH 


$260,000.00 


$120,000.00 


R 0 1 


AUBURN 


RANCOURT HALL, 1250 TURNER ST 


JLH 


$5,300,000.00 


$2,500,000.00 


R 2 2 


AUBURN 


RESIDENT STUDENT APT A, 1250 TURNER ST 


BGT 


$460,000.00 


$230,000.00 


R 0 0 


AUBURN 


RESIDENT STUDENT APT B, 1 250 TURNER ST 


BGV 


$500,000.00 


$250,000.00 


R 0 0 


AUBURN 


STORAGE BLDG, 1250 TURNER ST 


BGZ 


$100,000.00 


$50,000.00 


R 0 0 


AUBURN 


THREE BAY GARAGE, 1250 TURNER ST 


BGJ 


$30,000.00 


$25,000.00 


R 0 0 


DAMARISCOTTA 


DAMARISCOTTA NURSING CTR, 66A CHAPMAN ST 


FZD 


$0.00 


$100,000.00 


0 0 


S PARIS 


ITV SITE:WESTRN ME COLLEGE CTR, 232 MAIN ST 


CBM 


$0.00 


$100,000.00 


0 0 



UNIT 440 TOTALS $37,235,000.00 $16,990,000.00 



UNrr 441 TC, EASTERN ME COMMUNITY COLLEGE 



BANGOR ACADIA RESIDENCE, 354 HOGAN RD DDB $4,000,000.00 $322,531.00 R 1 0 

... R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 441 


TC, EASTERN ME COMMUNITY COLLEGE 










BANGOR 


Rl DR r,nNc;TRI ir.TinN PRD IFCT II ^R4 horan Rn 




$67,000.00 


$0.00 


R 


0 0 


BANGOR 


RPI Uni RF Rl III DFRc; RRK T=;4 HORAN RD 


DTP. 

LJ 1 W 


$400,000.00 


$60,000.00 


R 


2 2 


BANGOR 


RARARF R. ciTDRARF Rl DR ^R4 UnRAN RD 




$110,000.00 


$60,000.00 


R 


0 0 


BANGOR 


RYM ciTORARF ciUFD ^R4 HORAN RD 


nnn 


$15,000.00 


$4,024.12 


R 


0 0 


BANGOR 


inHNCiTnN RYM/RFP. Rl DR Ti4 HORAN RD 


Qin 

LJULJ 


$1 ,700,000.00 


$125,000.00 


R 


1 0 


BANGOR 


KATAHniN HAI 1 /HAMPI l^i CFNTFR ^R4 HORAN RD 


niH 


$6,500,000.00 


$1 ,700,000.00 


R 


1 0 


BANGOR 


KIMFD HAI 1 Ti4 HDrsAM RD 




$5,700,000.00 


$170,000.00 


R 


2 2 


BANGOR 


IVIrAIIN O 1 \_/ lirAvJ 1 Ol II L/ , OOt 1 l\_/\JlrAIN riu 


D II 


$3,000.00 


$1,000.00 


R 


0 0 


BANGOR 


K/IAIMF HAI 1 '^Rd HnnAM RD 

IVIrAIINI^ nrALL, OOt 1 Inw/vJ/Mn 11 L/ 


n IN 


$14,697,300.00 


$5,230,000.00 


R 


1 0 


BANGOR 


MAINT Rl DG AT FMTC ^^4 HOGAN RD 

IVirAII >l 1 I—/ 1 / \ 1 1 IVI 1 1 lN_/^«4rAI N 1 ILy 


DJX 


$250,000.00 


$30,000.00 


R 


1 0 


BANGOR 


PENOBSCOT HALL, 354 HOGAN RD 


DKZ 


$4,000,000.00 


$1,500,000.00 


R 


1 0 


BANGOR 


RANGELEY HALL, 268 SYLVAN RD 


DLR 


$4,240,500.00 


$850,000.00 


R 


1 0 


BANGOR 


SCHOODIC HALL - HOGAN RD, 354 HOGAN RD 


DLX 


$2,175,000.00 


$750,000.00 


R 


1 0 


BANGOR 


SCHOODIC STORAGE SHED, 354 HOGAN RD 


DLZ 


$11,232.00 


$8,000.00 


R 


0 0 


DOVER FOXCROFT 


PENQUIS TRAINING & ED CTR, 50 MAYO ST 


GCG 


$3,075,000.00 


$300,000.00 


R 


1 0 


EAST MILLINOCKET 


KATAHDIN AREA TNG & EDUC CTR, 1 DIRIGO DR 


GDR 


$3,075,000.00 


$410,000.00 


R 


0 0 


ELLSWORTH 


248 STATE ST, 248 STATE ST 


GJR 


$0.00 


$8,000.00 




0 0 




UNFT 441 


TOTALS 


$50,019,032.00 


$11,528,555.12 






UNIT 442 


TC, KENNEBEC VALLEY COMMUNITY COLLEGE 










FAIRFIELD 


21 NUTTER FIELD HOUSE, 24 MARTIN LANE 


RDS 


$2,520,000.00 


$25,000.00 


R 


2 0 


FAIRFIELD 


22 MAPLECROFT SAP HOUSE, 10 PRICE RD 


RDT 


$56,610.00 


$0.00 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr 442 


TC, KENNEBEC VALLEY COMMUNITY COLLEGE 










FAIRFIELD 


?4 nnW/DAIRY RARN ?4 PRir.F RD 


RDR 


$50,000.00 


$0.00 


D 


0 0 


FAIRFIELD 


?4 HAY RARN 1 ?4 PRIP-F RD 


Rnn 


$25,000.00 


$0.00 


D 


0 0 


FAIRFIELD 




RDP 


$125,000.00 


$0.00 


R 


0 0 


FAIRFIELD 


Pfi FARM 9TANn 7 9TANI FY RH 


Rnv 

ill—/ V 


$16,400.00 


$0.00 


R 


0 0 


FAIRFIELD 


?7 AVFRII 1 /A! FOND c;r.Hnni c; cjTANI FY RD 


Rnw 

nu V V 


$7,000,000.00 


$0.00 


R 


2 0 


FAIRFIELD 


?Q A! FOND RFr.RFATinN HFNTFR ?R HINCKI FY RD 


RHH 

nun 


$3,360,000.00 


$10,000.00 


R 


1 0 


FAIRFIELD 


MnnnY MFMnRiAi phapfi ?7 9tani fy rd 


RD 1 


$15,000,000.00 


$100,000.00 


R 


2 0 


FAIRFIELD 


'^1 K/IARTFMRAMK nARAHF 'V\ 9TAMI FY RD 


RDM 


$136,000.00 


$0.00 


R 


0 0 


FAIRFIELD 


'^'^ Al FOMD - PRF9inFMT'9 HOI I9F 9TANI FY RD 


Rl M 


$450,000.00 


$0.00 


R 


0 0 


FAIRFIELD 


42 FOIINDFR'S PAVII 1 ION HINnKI EY RD 


RDX 


$150,000.00 


$0.00 


R 


0 0 


FAIRFIELD 


CARTER HALL, 92 WESTERN AVE 


GNR 


$5,680,000.00 


$630,000.00 


R 


1 0 


FAIRFIELD 


FRYE ANNEX, 92 WESTERN AVE 


GNV 


$1,000,000.00 


$500,000.00 


R 


0 0 


FAIRFIELD 


KVCC ANNEX BUILDUP, 50 ESKELUND DR 


GPC 


$4,000,000.00 


$1 ,000,000.00 


R 


1 0 


FAIRFIELD 


LIBRARY/TECHNOLOGY CTR, 92 WESTERN AVE 


GPB 


$4,250,000.00 


$1,600,000.00 


R 


0 0 


FAIRFIELD 


MULTPURPS ACAD BLDG (KINGHALL), 92 WESTERN AVE 


GPD 


$8,000,000.00 


$3,000,000.00 


R 


1 1 


FAIRFIELD 


OFFICE BLDG/WHITNEY WING, 92 WESTERN AVE 


GPF 


$7,500,000.00 


$2,500,000.00 


R 


1 2 


FAIRFIELD 


STORING SHED OUTSIDE DOCK, 92 WESTERN AVE 


GPV 


$12,000.00 


$0.00 


R 


0 0 




UNFT 442 


TOTALS 


$59,331,010.00 


$9,365,000.00 






UNIT 443 


TC, NORTHERN ME COMMUNITY COLLEGE 










PRESQUE ISLE 


226 RECEI/SUPPL/STUDENT SENATE, 33 EDGEMONT DR 


MXR 


$301,300.00 


$10,000.00 


R 


1 0 


PRESQUE ISLE 


228 MAINTENANCE SHOPS/STORAGE, 33 EDGEMONT DR 


Mxr 


$262,000.00 


$10,000.00 


R 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 




PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr 443 




TC, NORTHERN ME COMMUNITY COLLEGE 






ABC 


PRESQUE 


ISLE 




IVI/vx 


$800,000.00 


$160,000.00 


D 

n 


1 
1 


1 
1 


PRESQUE 


ISLE 


^flQ ciTORARF MFTAI PROn FRRFMONT RR 


MYR 

IVI 1 LJ 


$0.00 


$1 ,000.00 




n 


n 


PRESQUE 


ISLE 


T11 RARARF R. CiUnP MAINT FRRFMnNT DR 


MYD 

IVI 1 LJ 


$360,000.00 


$30,000.00 


D 

n 


n 


n 


PRESQUE 


ISLE 


fifin-fi'^n A K nuRRTiF ri nn frrfmont dr 


MYI 

IVI 1 l_ 


$4,900,000.00 


$1 ,700,000.00 


D 

n 


n 


"3 
O 


PRESQUE 


ISLE 


fi4n Fi Fr.TRnNir.c; WINfi FRRFMONT RR 


MYN 

IVI 1 IN 


$1 ,940,000.00 


$750,000.00 


n 


n 


n 


PRESQUE 


ISLE 


RRfl-MI 1! Tl PI IRPn^iF RI Rfi FnRFMDNT RR 


MYP 

IVI 1 I 


$4,080,000.00 


$500,000.00 


R 

n 


rt 
o 


p 

c 


PRESQUE 


ISLE 


7nn ANDRFW^ HAI 1 -DDRM FnriFMDNT RR 


MYR 
IVI I n 


$2,540,000.00 


$100,000.00 


p 

n 


1 


p 


PRESQUE 


ISLE 


/ ^O 0*^lvllVl<^l>IO, OO I^L^vJill^lVl^lN 1 L/ 11 


MYT 

IVI I 1 


$1 ,210,000.00 


$150,000.00 


P 




n 


PRESQUE 


ISLE 




MYV 

IVI I V 


$1 ,335,000.00 


$50,000.00 




-1 
1 


1 


PRESQUE 


ISLE 


7S1 -DDRKyilTORY WA^^HIMnTDM HAI 1 '^'^ FDr^FK/IOMT DR 


MYV 

IVI I /\ 


$935,000.00 


$50,000.00 


P 


-1 
1 


-1 

1 


PRESQUE 


ISLE 


7^9 nORK/IITDRY ARnn^^TDOK HAI 1 '^'^ FD^FK/IOMT DR 


MY7 

IVI I £- 


$850,000.00 


$300,000.00 


P 


1 


1 


PRESQUE 


ISLE 


ROO RI nn^^TRADF*^ ^HDP^il AR '^'^ FDnFMONT DR 


M7R 

IVI^CJ 


$1,250,000.00 


$1,750,000.00 


P 


1 


1 

1 


PRESQUE 


ISLE 


RfH 1 1 IMRFR '^TORAfiF FRRFMONT DR 


M7n 

IVl£_L^ 


$25,000.00 


$10,000.00 


R 

n 


n 


n 


PRESQUE 


ISLE 


810 MECHANICS TRADE BLDG 33 EDGEMONT DR 


MZF 


$4,110,000.00 


$525,000.00 


R 


-l 


\ 


PRESQUE 


ISLE 


DSO VEHICLE STORAGE GARAGE, 33 EDGEMONT DR 


NBJ 


$165,900.00 


$20,000.00 


R 


0 


1 


PRESQUE 


ISLE 


GAS CYLINDER STORAGE, 33 EDGEMONT DR 


NBN 


$15,000.00 


$0.00 


R 


0 


0 


PRESQUE 


ISLE 


HEALTH ELECTR LIB LRNG CTR, 33 EDGEMONT DR 


NBR 


$2,140,000.00 


$575,000.00 


R 


0 


0 


PRESQUE 


ISLE 


LEASED, 920 SKYWAY ST 


MZN 


$0.00 


$350,000.00 




0 


0 


PRESQUE 


ISLE 


MARTIN BUILDING WING, 33 EDGEMONT DR 


NCB 


$1 ,960,000.00 


$6,000,000.00 


R 


0 


0 


PRESQUE 


ISLE 


PERRIN EDMUNDS BLDG, 33 EDGEMONT DR 


MXC 


$2,380,000.00 


$500,000.00 


R 


0 


0 


PRESQUE 


ISLE 


SNOW BUILDING, 33 EDGEMONT DR 


NDB 


$1 ,380,000.00 


$75,000.00 


R 


2 


1 






UNIT 443 


TOTALS 


$32,939,200.00 


$13,616,000.00 









R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr 444 


TC, SOUTHERN ME COMMUNITY COLLEGE 






ABC 


BATH 


1 1 PARK c;t 1 1 PARK ciT 


nPK 


$0.00 


$165,053.00 


0 0 


BRIDGTON 


ciAn#fii Am II T Fn ir rfpot cit 


nvR 

V LJ 


$0.00 


$26,200.00 


0 0 


BRUNSWICK 


1Rn AP.AnFMin P.FNTFR 1Q cifwai i cjt 

1 \j\J AAwAAL^^iviiw w^i>i 1 ^ri] 1 C7 o^vvm_i_ O 1 


ROR 


$1 ,645,000.00 


$200,000.00 


R 1 0 


BRUNSWICK 


1R1 AnVANr.Fn TFP.H R. FNR P.TR 141 ADMIRAI FITHH 1 N 


NTR 

IN 1 O 


$3,060,000.00 


$700,000.00 


R 1 0 


BRUNSWICK 


RIPnnRMITnRY 1?c;FWAII cjT 

\j I £^ L^wriivii 1 wii 1 , \£. o^vvm_i_ O 1 


NTH 
1 N 1 n 


$7,735,250.00 


$700,000.00 


R 3 1 


BRUNSWICK 


R44 TRANCiPnRTATinN TFHH HTR 1 RI IRRANK AVF 




$1 ,293,750.00 


$300,000.00 


R 1 0 


BRUNSWICK 


Rdi^ 1 FARNIMr; rnMMDN^ ?P 9FWAI 1 '^T 




$4,273,750.00 


$200,000.00 


R 1 0 


BRUNSWICK 


fi4Q AK/IRl II AMPF nARAHF ?9 *^F\A/AI 1 




$162,500.00 


$100,000.00 


R 0 0 


S PORTLAND 


RRDADWAY RROADWAY 


NNF 
1 Ml Nn 


$401 ,760.00 


$100,440.00 


R 0 0 


S PORTLAND 


Al 1 FAITH9 PHAPFI 71 FORT RD 


NTP 

IN 1 \ 


$76,800.00 


$15,000.00 


R 0 0 


S PORTLAND 


ART 9T1 IDID 4Q 1 K^HTHDl l*^F PIRPI F 


M9F 


$630,000.00 


$157,500.00 


R 1 0 


S PORTLAND 


PAMPI R PFNTFR AND nRTI7 ATRIl IK/I flfi FORT RD 


NNV 

1 Ml N V 


$5,351,000.00 


$1,177,830.00 


R 1 0 


S PORTLAND 


PANTFFN RI DR Rfl 1 IRHTHni l^iF r.lRP.I F 


NRV 

1 NFl V 


$42,500.00 


$5,525.00 


R 0 0 


S PORTLAND 


r.APTAIN'c; wni RF MP.A 1 ?fi MP-KFRNAN DR 


PR7 


$1 ,466,495.00 


$50,000.00 


R 1 0 


S PORTLAND 


r.ACir.n ray kffpfr 4t cji nr.i im rr 


NOR 


$289,225.00 


$0.00 


R 1 0 


S PORTLAND 


CA 1 tb ADM IN lb 1 RA 1 ION BLUvji, 88 rOK 1 KD 


MMI 

NNL 


$1 ,008,000.00 


$201 ,600.00 


R 1 0 


S PORTLAND 


COMPUTER & ELECTRONICS CTR, 115 SEASIDE LN 


NPZ 


$3,519,360.00 


$985,421 .00 


R 1 0 


S PORTLAND 


CONSTRUCTION TECHNOLOGY, 65 FORT RD 


NNP 


$3,132,000.00 


$939,600.00 


R 1 0 


S PORTLAND 


CONSTRUCTION TECHNOLOGY WHSE, 65 FORT RD 


NNR 


$45,000.00 


$15,750.00 


R 0 0 


9 PORTI AND 


CONTRUCTION TECH STORAGE BLDG, 65 FORT RD 


NTO 




<R4 ROD nn 

y^'-r ^\J\J\J .\J\J 


R n n 


S PORTLAND 


CULINARY ARTS, 80 FORT RD 


NPR 


$2,808,000.00 


$617,760.00 


R 1 0 


S PORTLAND 


DUPLEX, 1 59-1 63 B PICKETT ST 


NMZ 


$109,400.00 


$0.00 


R 0 0 


S PORTLAND 


EARLY CHILDHOOD EDUCATION BLDG, 36 BROADWAY 


MOM 


$907,500.00 


$181,500.00 


R 2 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 444 


TC, SOUTHERN ME COMMUNITY COLLEGE 






ABC 


S PORTLAND 


FRnnT ^7 c;i nr.i im dr 


Nipy 


$264,075.00 


$0.00 


R 

n 


n 


n 


S PORTLAND 


FMFRRFNP.Y TRAINING P.TR 1?4 MP.KFRNAN DR 


NOF 


$1 ,070,000.00 


$288,900.00 


n 


n 


n 


S PORTLAND 


FMPI nYFF RF^iinFNr.F 1fiR PIP.KFTT c;T 


NOR 


$219,300.00 


$0.00 


D 

n 


1 

1 


n 


S PORTLAND 


FMPI nYFF RF^iinFNr.F R PIPKFTT c;T 


MOR 


$89,250.00 


$0.00 


D 

n 


n 


n 


S PORTLAND 


FAr.ll ITIFc; MANARFMFNT FORT RD 


NRT 
1 Nn 1 


$1 ,570,000.00 


$329,700.00 


D 

n 


1 
1 




S PORTLAND 


FAHII ITIFc; MANARFMFNT RARARF FORT RD 


NNn 

1 Nl NL^ 


$62,500.00 


$13,125.00 


R 

n 


n 


n 


S PORTLAND 


FDRT RI Dd P9 PAMPl 1^; PFMTFR DR 


NNT 


$499,680.00 


$105,000.00 


p 

n 


0 
u 


0 
u 


S PORTLAND 


HAHl IF HAI 1 TFPHMOI OHY PTR ADAM^ 


INOU 


$6,466,320.00 


$969,948.00 


P 


r> 
o 


n 


S PORTLAND 


HARRDRVIFW OFFIPF 70 FORT RD 


NOR 


$959,780.00 


$95,798.00 




1 


n 


S PORTLAND 


LipAi QplFMPF PFMTFR 7Q FORT RD 


■ NO 1 


$4,692,000.00 


$844,560.00 


P 


n 


n 

u 


S PORTLAND 


HFATIMH AIR POMDITIOMIMn 1P4 K/IPKFRMAM DR 


MPV 

1 V 1 1 V 


$1 ,512,500.00 


$453,750.00 


P 


-1 

1 


n 


S PORTLAND 


HII DRFTH *^PIFNPF/MFniA PTR QQ QHORFWAY 1 N 

1 1 1 \—LJ\\\ 1 1 1 Ow 1^1 NO^/ IVI^Ly l/A v_/ 1 ri, ijij Ol IV^Iil VVrA I l_l>l 


NRR 


$4,536,400.00 


$934,504.00 


P 


-1 

1 


n 


S PORTLAND 


UnWF HA! 1 Q1 r.AMPI jc; P.FNTFR RD 


1 NO/\ 


$2,542,000.00 


$508,400.00 


n 


n 


n 


S PORTLAND 


HI IR ATHI FTir. P.FNTFR 1 1Q FORT RD 


NRF 


$4,303,000.00 


$399,270.00 


p 


p 


1 
1 


S PORTLAND 


lp\A/p-n" u Al 1 77 FORT RD 


NRR 

1 Nnri 


$5,558,400.00 


$2,250,000.00 


p 


1 

1 


n 


S PORTLAND 


LloH 1 HOUot dLUCji, 54 LI(jiH 1 HOUot CIRCLt 


NIU 


$790,000.00 


$158,000.00 


ry 

H 


1 


0 


S PORTLAND 


LIGHTOUSE ART STUDIO, 58 LIGHTHOUSE CIRCLE 


GPZ 


$195,000.00 


$38,675.00 


R 


0 


0 


S PORTLAND 


MARINE SCIENCE CENTER, 47 SLOCUM DR 


NSD 


$1 ,683,400.00 


$286,178.00 


R 


1 


0 


S PORTLAND 


MARINE SCIENCE STORAGE, 39 OSPREY LN 


NRZ 


$81,600.00 


$21,216.00 


R 


0 


0 


9 PORTI AND 


MCKERNAN CENTER, 122 MCKERNAN DR 


NPT 






R 


1 


0 


S PORTLAND 


MR & MRS FISH, 48 LIGHTHOUSE CIRCLE 


NSH 


$252,000.00 


$50,400.00 


R 


0 


0 


S PORTLAND 


NEW RESIDENCE HALL, 83 FORT RD 


NOJ 


$13,230,000.00 


$2,249,100.00 


R 


2 


0 


S PORTLAND 


PLANT & SOIL, 31 SLOCUM DR 


NSL 


$354,240.00 


$67,306.00 


R 


1 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 444 


TC, SOUTHERN ME COMMUNITY COLLEGE 










S PORTLAND 


PREBLE HALL & DINING HALL, 93-95 CAMPUS CTR DR 


NSR 


$4,716,250.00 


$975,358.00 


R 


4 0 


S PORTLAND 


PRESIDENT'S RESIDENCE, 72 FORT RD 


NPV 


$838,432.00 


$83,843.00 


R 


1 0 


S PORTLAND 


SALT SHED STORAGE, 52 FORT RD 


NTIM 


$51 ,000.00 


$5,000.00 


R 


0 0 


S PORTLAND 


SMCC PIER & SHED, 47 SLOCUM DR 


NOH 


$735,000.00 


$10,000.00 


R 


0 0 


S PORTLAND 


SURFSITE RESIDENCE HALL, 10 SURFSITE DR 


NTL 


$4,488,750.00 


$359,100.00 


R 


1 0 


S PORTLAND 


TRANSPORTATION BLDG, 123 MCKERNAN DR 


NNN 


$3,283,200.00 


$596,448.00 


R 


1 0 


S PORTLAND 


TRIPP BLDG/SEA CENTER, 62 FORT RD 


NOD 


$651,300.00 


$351 ,875.00 


R 


1 0 




UNrr 444 


TOTALS 


$105,839,387.00 


$19,773,979.00 






UNIT 445 


TC, WASHINGTON COUNTY COMMUNITY COLLEGE 










CALAIS 


ADMIN & STUDENT CENTER, ONE COLLEGE DRIVE 


DZP 


$1 1 ,370,060.00 


$4,536,184.00 


R 


3 2 


CALAIS 


APT DORM #1 (UPPER), GATCOMB DR 


DZR 


$3,477,600.00 


$427,105.00 


R 


4 0 


CALAIS 


APT DORM #2 (LOWER), 86 GATCOMB DR 


Dzr 


$3,490,200.00 


$614,318.00 


R 


4 0 


CALAIS 


ATHLETIC STORAGE BLDG, KRUG DR 


DZV 


$30,720.00 


$0.00 


R 


0 0 


CALAIS 


BARNES DWELLING, 230 RIVER RD 


FBG 


$272,160.00 


$3,297.00 




1 n 
1 u 


CALAIS 


BARNES GARAGE, 230 RIVER RD 


FBQ 


$25,000.00 


$0.00 


R 


0 0 


CALAIS 


COLD STORAGE, 29 GATCOMB DR 


DZM 


$120,000.00 


$9,722.00 


R 


0 0 


CAI AIS 

\_//M— /\ 1 0 


HAROLD HOWLAND BLDG, 29 GATCOMB DR 


FBD 


<tR4n nnn nn 




R 


0 0 


CALAIS 


HOVEYTRL PARK STORAGE SHED, 194 RIVER RD 


BDR 


$4,800.00 


$15,000.00 


R 


0 0 


CALAIS 


ST CROIX HALL, 18 GATCOMB DR 


FBR 


$2,715,000.00 


$326,003.00 


R 


2 1 


CHARLOTTE 


OFFICE TRAILER, MOOSEHORN 


DZK 


$35,000.00 


$5,000.00 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 






LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION CODE 


VALUE 


COST 


footnote 










ABC 


UNrr 445 


TC, WASHINGTON COUNTY COMMUNITY COLLEGE 












UNI 1 44o 1 U 1 ALo 


$22,380,540.00 


$6,192,993.00 




UNrr 457 


FA, FINANCE AUTHORITY OF MAINE 








AUGUSTA 


5 COMMUNITY DRIVE, 5 COMMUNITY DRIVE BTV 


$3,200,000.00 


$1,700,000.00 


R 0 0 


AUGUSTA 


SELF STORAGE UNIT, 360 CIVIC CENTER DR BTG 


$0.00 


$50,000.00 


0 0 


FAIRFIELD 


HOT SITE, 43 WESTERN AVE GNH 


$0.00 


$250,000.00 


0 0 


PORTLAND 


51 1 CONGRESS STREET, 51 1 CONGRESS ST MNS 


$0.00 


$40,000.00 


0 0 


SAGO 


SACO PITS, TESG POND RD NVR 


$10,000.00 


$400,000.00 


R 0 0 




UNrr 457 TOTALS 


$3,210,000.00 


$2,440,000.00 




UNrr 480 


TC, ME COMM COLLEGE SYS, BRD OF TRUSTEES & CAREER DEV. CTR. 






AUGUSTA 


TC-OFFICE OF THE PRESIDENT, 323 STATE ST CSZ 


$0.00 


$1,000,000.00 


0 0 


FALMOUTH 


CENTER FOR CAREER DEVELOPMENT, 6 FUNDY RD BCS 


$0.00 


$250,000.00 


0 0 


S PORTLAND 


HAGUE HALL & TECHNOLOGY CTR, 3 ADAMS ST NSJ 


$0.00 


$100,000.00 


0 0 




UNIT 480 TOTALS 


$0.00 


$1,350,000.00 




UNIT 480Y 


TC, YORK COUNTY COMMUNITY COLLEGE 








WELLS 


YORK CTY COMMUNITY COLLEGE, 112 COLLEGE DR RJY 


$18,480,000.00 


$4,500,000.00 


R 1 0 




UNIT 480Y TOTALS 


$18,480,000.00 


$4,500,000.00 





R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNfT 498 


ECD, OFFICE OF COMMUNITY DEVELOPMENT 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$81,600.00 


0 0 




UNIT 498 


TOTALS 


$0.00 


$81,600.00 




UNFT 499 


ECD, BUSINESS DEVELOPMENT 










AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$100,000.00 


0 0 




UNIT 499 


TOTALS 


$0.00 


$100,000.00 




UNFT 501 


ECD, OFFICE OF TOURISM 










AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$150,000.00 


0 0 




UNIT 501 


TOTALS 


$0.00 


$150,000.00 




UNIT 551 


ADF, DIV OF FINANCIAL & PERSONNEL SRVCS 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$250,000.00 


0 0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$200,000.00 


0 0 


AUGUSTA 


HUMAN SERVICES BUILDING, 221 STATE ST 


BXT 


$0.00 


$560,000.00 


0 0 


AUGUSTA 


TYSON BLDG, 25 TYSON DR 


cnsi 


$0.00 


$242,672.00 


0 0 


CHARLESTON 


MOUNTAIN VIEW CORRECTIONAL, 1182 DOVER RD 


FIN 


$0.00 


$26,503.00 


0 0 


HAI 1 nWFI 1 

1 V V 1_ 1_L- 


CENTRAL BUILDING, 6 BEECH ST 


HVH 




(tone; nnn nn 


n n 


MACHIASPORT 


ADMINISTRATION BLDG, 64 BASE RD 


DZF 


$0.00 


$11,276.00 


0 0 


S PORTLAND 


LONG CREEK CORRECTIONAL, 675 WESTBROOK ST 


NNK 


$0.00 


$29,102.00 


0 0 


WARREN 


BUILDING 1 / COMBINATION, 807 GUSHING RD 


SBV 


$0.00 


$80,782.00 


0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 






LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 
















ABC 


UNFT 551 


ADF, DIV OF FINANCIAL & PERSONNEL SRVCS 








WINDHAM 


ADMIN BUILDING, 17 MALLISON FALLS RD 






RML 


$0.00 


$48,754.00 


0 0 






UNIT 


551 


TOTALS 


$0.00 


$1,654,089.00 




UNrr 553 


ADF, BABLO ALCOHOLIC BEV & LOTTERY OPS 








HALLOWELL 


BABLO, 10 WATER ST 






HTT 


$0.00 


$1,500,000.00 


0 0 


HALLOWELL 


LEASED STORAGE TRAILER, 10 WATER ST 






HTH 


$0.00 


$15,000.00 


0 0 


HALLOWELL 


OWNED STORAGE TRAILER, 10 WATER ST 






HTK 


$0.00 


$15,000.00 


0 0 


HERMON 


COLD STORAGE, 1 1 97 ODLIN RD 






HYK 


$0.00 


$3,000.00 


0 0 


NEW GLOUCESTER 


COLD STORAGE UNIT 61 -HALL'S, 41 MAINE ST 






HNC 


$0.00 


$3,000.00 


0 0 


OAKLAND 


COLD STORAGE UNIT 22, 39 MAIN ST 






NZS 


$0.00 


$3,000.00 


0 0 






UNfT 


553 


TOTALS 


$0.00 


$1,539,000.00 




UNFT 554 


ADF, BUREAU OF GENERAL SERVICES 








AUGUSTA 


108 SEWALL ST, 108 SEWALL ST 






CHC 


$580,000.00 


$0.00 


R 0 0 


AUGUSTA 


19 UNION ST, 19 UNION ST 






BNZ 


$5,268,900.00 


$250,000.00 


R 2 0 


AUGUSTA 


242 STATE ST, 242 STATE ST 






CKJ 


$3,518,480.00 


$2,000.00 


R 1 0 


AUGUSTA 


ADMIN BLDG, 67 INDEPENDENCE DR 






BLT 


$2,610,580.00 


$0.00 


R 0 0 


AUGUSTA 


AUGUSTA DIST CT, 145 STATE ST 






BMT 


$2,716,000.00 


$2,000.00 


R 1 0 


Al IRI I9TA 


BLAINE HOUSE, 192 STATE ST 






BNH 




•fin 00 


R 1 n 

1 1 1 \j 


AUGUSTA 


BLAINE HOUSE GREENHOUSE, 192 STATE ST 






BNB 


$45,000.00 


$0.00 


R 0 0 


AUGUSTA 


BLDG 17 PAINT SHOP, 8 BLOSSOM LN 






CKT 


$181,350.00 


$10,000.00 


R 0 0 


AUGUSTA 


BMV MAIN OFFICE, 101 HOSPITAL ST 






BNL 


$18,373,905.00 


$15,450.00 


R 1 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 

Page 138 of 190 



TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 554 


ADF, BUREAU OF GENERAL SERVICES 














AUGUSTA 


BRICK FARMHOUSE, 156 HOSPITAL ST 


BTZ 


$135,000.00 


$15,000.00 


R 


0 


0 


AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$36,503,250.00 


$3,300,000.00 


R 


3 


0 


AUGUSTA 


CAMPBELL BARN #45, 158 HOSPITAL ST 


BPP 


$1,123,200.00 


$0.00 


R 


0 


0 


AUGUSTA 


CENTER BUILDING & PASSAGEWAYS, 67 INDEPENDANCE DR 


CDB 


$9,108,120.00 


$0.00 


R 


0 


0 


AUGUSTA 


CULTURAL BLDG, 230 STATE ST 


BQR 


$27,178,695.00 


$10,000.00 


R 


0 


0 


AUGUSTA 


DASCHLAGER HOUSE, 55 CAPITOL ST 


BQZ 


$881 ,760.00 


$1 ,932.74 


R 


1 


0 


AUGUSTA 


DATA CENTER, 127 SEWALL ST 


BKC 


$5,000,000.00 


$0.00 


R 


1 


0 


AUGUSTA 


DEERING BLDG, 90 BLOSSOM LN 


BRH 


$4,681,170.00 


$1,000.00 


R 


0 


0 


AUGUSTA 


DOT BLDG, 24 CHILD ST 


CTB 


$15,131,090.00 


$0.00 


R 


3 


0 


AUGUSTA 


EAST SWITCH GEAR BLDG AMHI, 8 ELKINS LN 


CKY 


$132,000.00 


$500,000.00 


R 


0 


0 


AUGUSTA 


ELKINS BLDG, 19 ELKINS LN 


BTF 


$4,769,500.00 


$0.00 


R 


0 


0 


AUGUSTA 


GANNETT GARAGE, 184 STATE ST 


CRP 


$63,405.00 


$0.00 


R 


0 


0 


AUGUSTA 


GANNETT HSE, 184 STATE ST 


CRL 


$942,500.00 


$1 ,381 .99 


R 


1 


0 


AUGUSTA 


GRANITE GREENHOUSE, 46 INDEPENDENCE DR 


CSM 


$107,640.00 


$0.00 


R 


0 


0 


AUGUSTA 


GREENLAW BLDG, 47 INDEPENDENCE DR 


BWN 


$5,858,450.00 


$0.00 


R 


0 


0 


AUGUSTA 


GYM, 6 ELKINS LN 


BWV 


$1 ,524,250.00 


$0.00 


R 


0 


0 


AUGUSTA 


HARLOW BUILDING, 18 ELKINS LN 


BWZ 


$6,380,000.00 


$2,000.00 


ri 


n 
u 


u 


AUGUSTA 


HOMESTEAD HOUSE (GARRISON), 1 1 INDEPENDENCE DR 


BSB 


$150,000.00 


$0.00 


R 


1 


0 


AUGUSTA 


HUMAN SERVICES BUILDING, 221 STATE ST 


BXT 


$13,314,000.00 


$2,000.00 


R 


3 


0 




lp,pi_inil9F #4fi 4R INDFPFNDFNnF DR 


V_/OI M 


1531 n?7 nn 




R 


0 


0 


AUGUSTA 


MARQUARDT BLDG, 32 BLOSSOM LN 


CGH 


$7,632,300.00 


$0.00 


R 


0 


0 


AUGUSTA 


MCLEAN HSE, 193 STATE ST 


CGJ 


$515,620.00 


$1,000.00 


R 


1 


0 


AUGUSTA 


MERRILL HOUSE, 1 89 STATE ST 


CGZ 


$250,705.00 


$2,000.00 


R 


1 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT 554 


ADF, BUREAU OF GENERAL SERVICES 








ABC 


AUGUSTA 


NASH SCHOOL, 103 SEWALL ST 


CHR 


$1 ,041 ,320.00 


$50,000.00 


D 

n 


1 
1 


n 


AUGUSTA 


OLD STATE POLICE HQ, 36 HOSPITAL ST 


CRR 


$2,822,400.00 


$2,000.00 


D 

n 


1 
1 


n 


AUGUSTA 


PARKING GARAGE, 93 SEWALL ST 


CKV 


$10,177,375.00 


$50,000.00 


D 

n 


n 


n 


AUGUSTA 


RAY BLDG, 28 TYSON DR 


CLV 


$8,433,425.00 


$3,000.00 


D 

n 


n 


n 


AUGUSTA 


RESPONSE/BOILER/WAREHOUSE, 201 ARSENAL ST 


CLJ 


$13,414,225.00 


$800,000.00 


D 

n 


"3 
O 


n 


AUGUSTA 


SERVICE BLDG, 15 COLUMBIA ST 


CGF 


$1 ,423,240.00 


$500,000.00 


R 

n 


1 
1 


n 


AUGUSTA 


SMITH HOUSE, 187 STATE ST 


CMX 


$315,875.00 


$3,000.00 


p 

n 


1 


0 
u 


AUGUSTA 


STAFF HOUSE, 37 CHAMBERLAIN ST 


CNJ 


$246,500.00 


$0.00 


P 


■i 
1 


n 
u 


AUGUSTA 


STATE CAPITOL BLDG, 21 0 STATE ST 


CNP 


$86,580,000.00 


$50,000.00 


Q 

n 


n 


n 


AUGUSTA 


STATE CRIME LAB, 26 HOSPITAL ST 


CPD 


$2,442,000.00 


$1,000.00 


R 


i 
1 


n 


AUGUSTA 


STATE POLICE GARAGE, 34 HOSPITAL ST 


CRX 


$964,500.00 


$1,000.00 


R 


1 


n 


AUGUSTA 


STONE NORTH, 67 INDEPENDENCE DR 


CSH 


$9,784,690.00 


$0.00 


P 


n 


n 


AUGUSTA 


STONE SOUTH, 67 INDEPENDENCE DR 


CSJ 


$8,573,100.00 


$0.00 


n 


n 


0 


AUGUSTA 


SUPPORTIVE LIVING HOUSE, 10 ARSENAL HGTS DR 


BRZ 


$187,200.00 


$0.00 


p 


n 


0 

\J 


AUGUSTA 


SUPPORTIVE LIVING HOUSE, 6 ARSENAL HEIGHTS 


CSV 


$243,026.00 


$0.00 


p 




0 


AUGUSTA 


TRAINING HOUSE (CAPE COD), 17 INDEPENDENCE DR 


BSD 


$150,000.00 


$0.00 


R 


0 


0 


AUGUSTA 


TUNNELS SYSTEM AT AMHI, AMHI COMPLEX 


TIML 


$250,000.00 


$10,000.00 


R 


0 


0 


AUGUSTA 


TYSON BLDG, 25 TYSON DR 


CTN 


$6,300,000.00 


$0.00 


R 


0 


0 


AUGUSTA 


WEST SWITCH GEAR BLDG, CHAMBERLAIN ST 


CKW 


$239,580.00 


$500,000.00 


R 


0 


0 




Wll 1 IAM9 PAVII 1 ION 17 Fl KIN9 1 N 

vv 1 vio n rA V 1 M , i / i i_i\iimo i— im 


RPH 


■fiT 640 nnn no 

■,\j'-r\j jyjyjyj .yjyj 


<R?nn nnn nn 


R 


0 


0 


BANGOR 


POOLER PAVILLION, 176 HOGAN RD 


DKV 


$152,000.00 


$415,020.99 


D 


0 


0 


EASTMILLINOCKET 


DOLBY LANDFILL PUMP STATION, 184 MAIN STREET 


KFO 


$150,000.00 


$0.00 


R 


0 


0 


EAST MILLINOCKET 


DOLBY LANDFILL TRAILER, 1 84 MAIN STREET 


KFR 


$10,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 554 


ADF, BUREAU OF GENERAL SERVICES 














HALLOWELL 


4 BAY GARAGE, 5 REED ST 


HVY 


$56,000.00 


$15,000.00 


R 


0 


0 


HALLOWELL 


ADMIN BLDG-3 BAY GARAGE, 1 BEECH ST 


HTF 


$25,000.00 


$0.00 


R 


0 


0 


HALLOWELL 


ADMINISTRATION BLDG, 1 BEECH ST 


HTD 


$622,500.00 


$2,000.00 


R 


1 


0 


HALLOWELL 


BABLO, 10 WATER ST 


HTT 


$6,076,500.00 


$15,000.00 


R 


1 


0 


HALLOWELL 


BAKER BLDG, 2 BEECH ST 


HTJ 


$1 ,357,020.00 


$2,000.00 


R 


1 


0 


HALLOWELL 


BOILER HSE, 6 BEECH ST 


HTR 


$996,840.00 


$1 ,500.00 


R 


2 


0 


HALLOWELL 


CENTRAL BUILDING, 6 BEECH ST 


HVH 


$2,091,500.00 


$2,000.00 


R 


0 


0 


HALLOWELL 


CLEVELAND BLDG, 9 COOS LN 


HVL 


$179,820.00 


$1,500.00 


D 


1 


0 


HALLOWELL 


ERSKINE BLDG, 7 BEECH ST 


HVR 


$581,120.00 


$0.00 


D 


0 


0 


HALLOWELL 


FLAGG/DUMMER BLDG, 9 BEECH ST 


HVV 


$229,950.00 


$1,000.00 


D 


0 


0 


HALLOWELL 


GENERATOR BLDG FOR STEVENS, 1 STEVENS ST 


HWY 


$4,500.00 


$75,000.00 


D 


0 


0 


HALLOWELL 


GRANITE 3 BAY GARAGE/REPAIR, 4 REED ST 


HVZ 


$53,565.00 


$0.00 


R 


1 


0 


HALLOWELL 


HAYDEN HSE, 17 BEECH ST 


HWB 


$186,480.00 


$0.00 


D 


1 


0 


HALLOWELL 


OFFICE BLDG, 89 WINTHROP ST 


HWP 


$64,110.00 


$0.00 


D 


1 


0 


HALLOWELL 


PUMP HSE, 1 STEVENS ST 


HWT 


$35,000.00 


$50,000.00 


R 


0 


0 


HALLOWELL 


REED AUDITORIUM, 7 REED ST 


HWX 


$1,255,319.00 


$5,000.00 


R 


1 


0 


HALLOWELL 


STEVENS BLDG, 1 STEVENS ST 


HWZ 


$648,000.00 


$0.00 


n 


u 


u 


HALLOWELL 


THE BUNGALOW, 51 WINTHROP ST 


HXD 


$64,140.00 


$0.00 


D 


0 


0 


HALLOWELL 


WATER ST SALT BARN, WATER ST SALT BARN 


HTB 


$345,800.00 


$0.00 


R 


0 


0 


\/A99AI RORO 


MC lA Rl III DING A 1 OAK GROVF RD 


nw7 


<|;4 QAQ 0A.0 nn 


<Rn on 


R 


1 


0 


VASSALBORO 


MCJA BUILDING B, 1 5 OAK GROVE RD 


OXB 


$9,016,800.00 


$15,000.00 


R 


0 


0 


VASSALBORO 


MCJA BUILDING C, 1 5 OAK GROVE RD 


OXF 


$5,082,490.00 


$0.00 


R 


2 


0 


VASSALBORO 


MCJA BUILDING D, 1 5 OAK GROVE RD 


OWB 


$7,425,600.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 










ABC 


UNFT 554 


ADF, BUREAU OF GENERAL SERVICES 








VASSALBORO 


MCJA PUMP HOUSE, 15 OAK GROVE RD QXD 


$18,720.00 


$0.00 


R 0 0 




UNIT 554 TOTALS 


$375,520,027.00 


$6,885,785.72 




UNFT 554L 


ADF, BGS, LEASED SPACE DIVISION 








BANGOR 


FISH AND WILDLIFE BLDG, 650 STATE ST DLJ 


$2,650,000.00 


$0.00 


R 1 0 


BANGOR 


H BUILDING OFFICE CENTER, 1 06 HOGAN RD DHF 


$5,985,670.00 


$0.00 


R 0 0 




UNIT 554L TOTALS 


$8,635,670.00 


$0.00 




UNFT 555 


ADF, CENTRAL FLEET MANAGEMENT DIVISION 








AUGUSTA 


SERVICE BLDG, 15 COLUMBIA ST CGF 


$0.00 


$192,000.00 


0 0 




UNIT 555 TOTALS 


$0.00 


$192,000.00 




UNfT 556 


LEG, LAW & LEGISLATIVE REFERENCE LIBRARY 








AUGUSTA 


STATE CAPITOL BLDG, 21 0 STATE ST CNP 


$0.00 


$5,068,043.00 


0 0 


HALLOWELL 


BABLO, 1 0 WATER ST FfTT 


$0.00 


$583,971 .00 


0 0 




UNIT 556 TOTALS 


$0.00 


$5,652,014.00 




UNIT 590 


HDO, ME HEALTH DATA ORGANIZATION 









AUGUSTA 151 CAPITOL ST, 151 CAPITOL ST BKN $0.00 $450,000.00 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr 590 HDO, ME HEALTH DATA ORGANIZATION 





UNIT 


590 


TOTALS 


$0.00 


$450,000.00 






UNFT 592 


SEG, SMALL ENTERPRISE GROWTH BOARD 










NEWPORT 


LEASED, 51 CAMP BENSON RD 




DXD 


$0.00 


$15,000.00 


0 


0 




UNIT 


592 


TOTALS 


$0.00 


$15,000.00 






UNIT 597 


LAB, BUREAU OF EMPLOYMENT SERVICES 










AUGUSTA 


21 ENTERPRISE DR, 21 ENTERPRISE DR 




CNN 


$0.00 


$420,000.00 


0 


0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 




CNK 


$0.00 


$400,000.00 


0 


0 


BANGOR 


45 OAK STREET, 45 OAK ST 




DJZ 


$0.00 


$300,000.00 


0 


0 


BRUNSWICK 


275 BATH RD, 275 BATH RD 




DXX 


$0.00 


$125,000.00 


0 


0 


CALAIS 


ADMIN & STUDENT CENTER, ONE COLLEGE DRIVE 




DZP 


$0.00 


$25,000.00 


0 


0 


E WILTON 


865 US RT 2, 865 US RT 2 




JHN 


$0.00 


$175,000.00 


0 


0 


LEWISTON 


5 MOLLISON WAY, 5 MOLLISON WAY 




JLM 


$0.00 


$350,000.00 


0 


0 


MACHIAS 


53 PRESCOTT DR, 53 PRESCOTT DR 




FBK 


$0.00 


$150,000.00 


0 


0 


PORTLAND 


185 LANCASTER ST, 185 LANCASTER ST 




MTB 


$0.00 


$300,000.00 


0 


0 


PRESQUE ISLE 


66 SPRUCE ST, 66 SPRUCE ST 




MSS 


$0.00 


$275,000.00 


0 


0 


ROCKLAND 


BREAKWATER MARKETPLACE, 91 CAMDEN ST 




NHM 


$0.00 


$125,000.00 


0 


0 


SKOWHEGAN 


98 NORTH AVE, 98 NORTH AVE 




NZX 


$0.00 


$200,000.00 


0 


0 


SPRINGVALE 


NASSON COMMONS, 9 BODWELL CT 




NWF 


$0.00 


$200,000.00 


0 


0 



... R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr 597 


LAB, BUREAU OF EMPLOYMENT SERVICES 






ABC 






UNIT 597 TOTALS 


$0.00 


$3,045,000.00 




UNrr 625 


PUC, E91 1 








VASSALBORO 


MCJA BUILDING B, 15 OAK GROVE RD OXB 


$0.00 


$2,479,150.00 


0 0 




UNIT 625 TOTALS 


$0.00 


$2,479,150.00 




UNIT 628 


LEG, OFFICE OF PRGM EVAL & GOV ACCOUNTABILITY 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST CPL 


$0.00 


$70,510.00 


0 0 




UNR" 628 TOTALS 


$0.00 


$70,510.00 




UNIT 631 


ECD, OFFICE OF INNOVATION 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST CPL 


$0.00 


$20,000.00 


0 0 




UNrr 631 TOTALS 


$0.00 


$20,000.00 




UNIT 644 


COR, STATE BOARD OF CORRECTIONS 








AUGUSTA 


ELKINS BLDG, 1 9 ELKINS LN BTF 


$0.00 


$10,000.00 


0 0 




UNR" 644 TOTALS 


$0.00 


$10,000.00 




UNrr 678 


COR, BOLDUC CORRECTIONAL FACILITY 









WARREN 19102 BOLDUC ADMIN BLDG, 516 GUSHING RD RBL $1,963,683.88 $235,785.00 ROO 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT 678 


COR, BOLDUC CORRECTIONAL FACILITY 










WARREN 




RRN 


$1 ,855,533.88 


$48,667.50 


R 


0 0 


WARREN 




RRP 


$1 ,855,533.88 


$48,667.50 


R 


0 0 


WARREN 


1QinR INni l^iTRIFc; aI ITO RDDY RI D R1fi P.I RHINR RD 

1 <7 1 wo ilNL^LJO 1 ril^O AALJ 1 \y D\yLJ 1 DI_L^, O 1 \J wLJOIillNV^ liL^ 


RRR 


$196,075.95 


$54,729.31 


R 


0 3 


WARREN 


iQinfi Rni ni ir. RFr.RFATinN ri dr rir r.i rhinr rd 


RRT 

lltJ 1 


$296,885.81 


$32,445.00 


R 


1 0 


WARREN 


1Qin7 RI ir.KI in FARM RARN R1R P.l RHINR RD 


RRV 

ll tJ V 


$0.00 


$6,762.62 




0 0 


WARREN 


1QinR RI ir.KI IN FARM RARARF itO R1R HI jCil-IINfi RD 


RR7 


$0.00 


$5,000.00 




0 0 


WARREN 


1 Q1 1 n RI IPKI IN FARM PDTATD H'^F ^il R PI I^HINf; RD 

1 v7 1 1 W DUV-ZIXI—IIN nAAnivi i\y I i \ I V_/ 1 lO 1— , O 1 U \-/'-^On II NVj ixLJ 


RPD 


$50,000.00 


$15,000.00 


R 


0 0 


WARREN 


CHICKFN RROODFR HSF 'ilfi ClISHINR RD 


RCF 


$50,000.00 


$0.00 


R 


0 0 


WARREN 


1 91 1 2 LAYING HOUSE #1 , 51 6 GUSHING RD 


RCH 


$50,000.00 


$11,838.10 


R 


0 0 


WARREN 


1 91 1 3 LAYING HOUSE #2, 51 6 GUSHING RD 


RCJ 


$50,000.00 


$1,265.36 


R 


0 0 


WARREN 


19115 PIGGERY, 516 GUSHING RD 


RCP 


$150,000.00 


$23,500.00 


R 


0 0 


WARREN 


GREENHOUSE #1 , 51 6 GUSHING RD 


RBH 


$15,000.00 


$0.00 


R 


1 0 


WARREN 


GREENHOUSE #2, 51 6 GUSHING RD 


RBQ 


$10,000.00 


$0.00 


R 


0 0 


WARREN 


HORSE BARN, 516 GUSHING RD 


BJH 


$25,000.00 


$2,000.00 


R 


0 0 


WARREN 


VOCATIONAL TRAINING BUILDING, 516 GUSHING RD 


RBS 


$621,900.00 


$20,000.00 


R 


0 0 




UNFT 678 


TOTALS 


$7,189,613.40 


$505,660.39 






UNH" BLUE 


BLUE, WILD BLUEBERRY COMMISSION OF MAINE 










ORONO 


YORK VILLAGE BLDG 5, 46 SQUARE RD 


LKZ 


$0.00 


$60,000.00 




0 0 


SPRINGFIELD 


EASTERN STATES EXPO, 1305 MEMORIAL AVE 


ZZD 


$80,000.00 


$6,000.00 


R 


0 0 



UNFT BLUE TOTALS $80,000.00 $66,000.00 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr BOB 


JUD, BOARD OF OVERSEERS OF THE BAR 






ABC 


AUGUSTA 


97 WINTHROP ST, 97 WINTHROP ST BMS 


$443,000.00 


$400,000.00 


R 1 0 




UNIT BOB TOTALS 


$443,000.00 


$400,000.00 




UNFT BTA 


ADF, BOARD OF TAX APPEALS 








AUGUSTA 


1 08 SEWALL ST, 1 08 SEWALL ST CHC 


$0.00 


$30,000.00 


R 0 0 




UNIT BTA TOTALS 


$0.00 


$30,000.00 




UNFT CAB 


CAB, ME. DEV. SERVICES OVERSIGHT & ADVISORY BOARD 






AUGUSTA 


OLDE FEDERAL BLDG, 295 WATER ST BKS 


$0.00 


$30,000.00 


0 0 




UNIT CAB TOTALS 


$0.00 


$30,000.00 




UNIT CB 


CBT, CASCO BAY ISLAND TRANSIT DISTRICT 








PORTLAND 


CBITD PORTLAND TERMINAL, 56 COMMERCIAL ST MPF 


$0.00 


$1,500,000.00 


0 0 




UNIT CB TOTALS 


$0.00 


$1,500,000.00 




UNIT CDA 


CDS, FIRST STEP 








LEWISTON 


5 GENDRON DR, 5 GENDRON DR JKZ 


$0.00 


$250,000.00 


0 0 




UNFT CDA TOTALS 


$0.00 


$250,000.00 




UNIT CDB 


CDS, DEPARTMENT OF EDUCATION 









R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT CDB 


CDS, DEPARTMENT OF EDUCATION 








AUGUSTA 


BURTON M. CROSS BLDG, 1 1 1 SEWALL ST 


CPL 


$0.00 


$30,000.00 


0 0 




UNIT CDB 


TOTALS 


$0.00 


$30,000.00 




UNFT CDC 


CDS AROOSTOOK COUNTY 










HOULTON 


HOULTON TRUST BLOCK, 2 WATER ST 


HYV 


$0.00 


$5,000.00 


0 0 


PRESQUE ISLE 


560 MAIN ST, 560 MAIN ST 


MXN 


$0.00 


$75,000.00 


0 0 






1 \J \ r\l_0 


$0.00 


$80,000.00 




UNFT CDE 


CDS, PROJECT PEDS 










FARMINGTON 


218 FAIRBANKS RD, 218 FAIRBANKS RD 


GVC 


$0.00 


$150,000.00 


0 0 


WATERVILLE 


163 SILVER ST, 163 SILVER ST 


RFN 


$0.00 


$175,000.00 


0 0 


WATERVILLE 


1 67 SILVER ST, 1 67 SILVER ST 


RDD 


$0.00 


$75,000.00 


0 0 




UNIT CDE 


TOTALS 


$0.00 


$400,000.00 




UNFT CDG 


CDS, TWO RIVERS 










BREWER 


SHADE SHELTER W/SANDBOX, 250 STATE ST 


BCW 


$1,700.00 


$0.00 


R 0 0 


BREWER 


TWIN CITY PLAZA, 250-254 STATE ST 


DFJ 


$0.00 


$250,000.00 


0 0 


DOVER FOXCROFT 


LEASED, 125 SUMMER ST 


GCM 


$0.00 


$80,000.00 


0 0 


EAST MILLINOCKET 


KATAHDIN AREA TNG & EDUC CTR, 1 DIRIGO DR 


GDR 


$0.00 


$2,000.00 


0 0 




UNIT CDG 


TOTALS 


$1,700.00 


$332,000.00 





R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNFT CDM 


CDS, DOWNEAST 










CALAIS 


LEASED SPACE, 39 UNION ST 


UZC 


$0.00 


$5,000.00 


0 0 


ELLSWORTH 


LEASED SPACE, 14 TOOTHAKER LANE 


BFY 


$0.00 


$75,000.00 


0 0 


MACHIAS 


247 MAIN ST, 247 MAIN ST 


JTD 


$0.00 


$100,000.00 


0 0 




UNFT CDM 


TOTALS 


$0.00 


$180,000.00 




UNFT CDN 


CDS, OPPORTUNITIES FOR PRESCHOOL CHILDREN 








OXFORD 


DAY CARE, 16 MADISON AVE 


KWB 


$0.00 


$125,024.00 


0 0 


RUMFORD 


60 LOWELL ST, 60 LOWELL ST 


KGL 


$0.00 


$62,040.00 


0 0 




UNFT CDN 


TOTALS 


$0.00 


$187,064.00 




UNrr CDP 


CDS, REACH 










FALMOUTH 


50 DEPOT RD, 50 DEPOT RD 


MNV 


$0.00 


$300,000.00 


0 0 


TOPSHAM 


19 PERKINS ST, SUITE 2, 19 PERKINS ST, SUITE 


DXP 


$0.00 


$50,000.00 


0 0 




UNIT CDP 


TOTALS 


$0.00 


$350,000.00 




UNrr CDR 


CDS, MIDCOAST REGIONAL CDS 










DAMARISCOTTA 


466 MAIN ST CENTRE, 466 MAIN ST CENTRE 


FZH 


$0.00 


$50,000.00 


0 0 


ROCKLAND 


BREAKWATER MARKETPLACE, 91 CAMDEN ST 


NHM 


$0.00 


$135,000.00 


0 0 



UNIT CDR TOTALS $0.00 $185,000.00 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 

Page 148 of 190 



TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr CDY 


CDS, YORK COUNTY 








ABC 


ARUNDEL 


39 LIMERICK ROAD, 39 LIMERICK RD 


BCZ 


$0.00 


$250,000.00 


0 0 




UNIT CDY 


TOTALS 


$0.00 


$250,000.00 




UNrr csD 


ADF, CENTRAL SERVICES 










AUGUSTA 


SURPLUS/CENTRAL WAREHOUSE, 85 LEIGHTON RD 


CVC 


$0.00 


$3,519,200.00 


0 0 




UNIT CSD 


TOTALS 


$0.00 


$3,519,200.00 




UNrr csw 


AGR, SOIL & WATER DIST. WINDHAM 








WINDHAM 


35 MAIN ST, 35 MAIN ST 


HJT 


$0.00 


$145,000.00 


0 0 




UNIT csw 


TOTALS 


$0.00 


$145,000.00 




UNIT DHO 


EXEC, DIRIGO HEALTH ORGANIZATION 








AUGUSTA 


21 1 WATER ST, 21 1 WATER ST 


CPB 


$0.00 


$272,000.00 


0 0 




UNFT DHO 


TOTALS 


$0.00 


$272,000.00 




UNIT DPB 


DPB, ME DAIRY PROMOTION BOARD / NUTRITION COUNCIL 






AUGUSTA 


AGRI SHOP & STORAGE BLDG, 333 CONY RD 


BMB 


$0.00 


$63,000.00 


0 0 




UNrr DPB 


TOTALS 


$0.00 


$63,000.00 




UNIT EST 


DOT, EASTERN REGION 











R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT EST DOT, EASTERN REGION 



ALTON 


50952 SALT SHED AND GARAGE, RT 16 


BCP 


$56,700.00 


$0.00 


R 


0 


0 


AURORA 


35662 4 STALLS LIVING QRTRS L9, 433 AIRLINE RD 


CWH 


$500,000.00 


$15,000.00 


R 


1 


1 


AURORA 


35663 SALT SHED, 433 AIRLINE RD 


CWL 


$60,000.00 


$0.00 


R 


0 


0 


AURORA 


51 143 SAND/SALT QUONSET, 433 AIRLINE RD 


CWF 


$268,000.00 


$0.00 


R 


0 


0 


BAILEYVILLE 


35669 FLEET 5 STALL STOR BLDG1 , 634 US RT 1 


CXF 


$240,000.00 


$50,000.00 


R 


1 


1 


BAILEYVILLE 


35672 SALT SHED, 634 US RT 1 


CXH 


$60,000.00 


$0.00 


R 


0 


0 


BAILEYVILLE 


44841 PESTICIDES STORAGE, 634 US RT 1 


KZL 


$20,000.00 


$3,000.00 


R 


0 


0 


BAILEYVILLE 


50884 COLD STORAGE, 634 US RT 1 


CXD 


$40,000.00 


$0.00 


R 


0 


0 


BAILEYVILLE 


50885 7 BAY GARAGE/OFFICE RT 1 , 634 US RT 1 


CXC 


$794,500.00 


$50,000.00 


R 


0 


1 


BAILEYVILLE 


50897 SALT BRINE BLDG, 634 US RT 1 


CXG 


$6,000.00 


$7,000.00 


R 


0 


0 


BAILEYVILLE 


52891 SALT SHED, 634 US RT 1 


CXB 


$90,000.00 


$0.00 


R 


0 


0 


BANGOR 


10027 EOUIP STORAGE/SIGN SHOP, 219 HOGAN RD 


TVJ 


$300,000.00 


$100,000.00 


R 


0 


0 


BANGOR 


21795 FLEET VEHICLE GARAGE, 219 HOGAN RD 


DFD 


$305,000.00 


$550,000.00 


R 


0 


3 


BANGOR 


35675 CONFERENCE BLDG, 219 HOGAN RD 


DFP 


$137,800.00 


$5,000.00 


R 


0 


0 


BANGOR 


35676 CONST ENGINEER STORAGE, 219 HOGAN RD 


DFR 


$11,200.00 


$10,000.00 


R 


0 


0 


BANGOR 


35677 CREW LUNCHROOM, 219 HOGAN RD 


DFT 


$20,000.00 


$5,000.00 


R 


0 


0 


BANGOR 


35680 STORAGE BLDG, 219 HOGAN RD 


DKJ 


$3,780.00 


$1,000.00 


R 


0 


0 


BANGOR 


35681 STALL STORAGE BLDG, 219 HOGAN RD 


DMR 


$351,250.00 


$6,000.00 


R 


0 


0 


BANGOR 


35683 OFFICE/LAB BLDG, 219 HOGAN RD 


DKP 


$949,782.00 


$695,000.00 


R 


1 


3 


BANGOR 


35684 PROPANE STORAGE, 219 HOGAN RD 


DLL 


$5,000.00 


$1 ,000.00 


R 


0 


0 


BANGOR 


35686 STORAGE, 219 HOGAN RD 


DLP 


$20,160.00 


$1,500.00 


R 


0 


0 


BANGOR 


35687 SALT SHED, 21 9 HOGAN RD 


DLV 


$88,200.00 


$0.00 


R 


0 


0 


BANGOR 


35689 SO 7 STALL STORAGE SHED, 219 HOGAN RD 


DKL 


$351 ,250.00 


$6,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNrr EST DOT, EASTERN REGION 



BANGOR 


35690 COLD STORAGE, 219 HOGAN RD 


DKG 


$18,000.00 


$0.00 


R 


0 


0 


BANGOR 


35693 STORAGE SHED, 219 HOGAN RD 


DNJ 


$14,000.00 


$1,500.00 


R 


0 


0 


BANGOR 


50888 15 STALL STOR DISASSMBLD, 219 HOGAN RD 


GJF 


$360,000.00 


$0.00 


R 


0 


0 


BANGOR 


50959 COLD STORAGE MTS, 219 HOGAN RD 


DMC 


$28,800.00 


$0.00 


R 


0 


0 


BANGOR 


51 129 SALT BRINE BLDG PLASTIC, 219 HOGAN RD 


DKH 


$16,000.00 


$0.00 


R 


0 


0 


BAR HARBOR 


35694 5 STALL STORAGE BLDG 102, 1061 SR 102 


DNR 


$580,000.00 


$12,500.00 


R 


1 


1 


BAR HARBOR 


35695 SALT SHED, 1 061 SR 1 02 


DPB 


$50,000.00 


$0.00 


R 


0 


0 


BAR HARBOR 


50886 SALT BLDG, 1 061 SR 1 02 


DNC 


$60,000.00 


$0.00 


R 


0 


0 


BEDDINGTON 


361 1 3 SALT SHED, 3835 AIRLINE RD 


POJ 


$60,000.00 


$9,000.00 


R 


0 


0 


BEDDINGTON 


36139 4 STALLS LIVING QRTRS 9, 3835 AIRLINE RD 


POH 


$500,000.00 


$15,000.00 


R 


1 


1 


CALAIS 


10016 PRIVY, PIKE WOODS REST AREA 


DZG 


$12,500.00 


$0.00 


R 


0 


0 


CALAIS 


35716 INFO BLDG RT1 (UNION ST), RT 1 UNION ST 


FBF 


$280,000.00 


$20,000.00 


R 


0 


0 


CARMEL 


35730 5 STALL STOR BLDG, 1542 FULLER RDD 


FHT 


$250,000.00 


$7,500.00 


R 


0 


1 


CARMEL 


35731 EQUIPMENT STORAGE, 1542 FULLER RD 


FHV 


$82,250.00 


$2,630.00 


R 


0 


0 


CARMEL 


35732 MAINTINANCE STOREHOUSE, 1542 FULLER RD 


FHX 


$500,000.00 


$100,000.00 


R 


1 


1 


CARMEL 


35735 VEHICLE STORAGE, 1542 FULLER RD 


FJH 


$85,000.00 


$55,000.00 


R 


0 


0 


CARMEL 


35736 VEHICLE STOR & CREW QTRS, 1542 FULLER RD 


FJJ 


$114,500.00 


$1,547.00 


R 


0 


1 


CARMEL 


44853 HAZ MAT BLDG, 1542 FULLER RD 


CBJ 


$9,600.00 


$0.00 


R 


0 


0 


CARMEL 


44856 HAZ MAT BLDG, 1542 FULLER RD 


CBK 


$4,800.00 


$0.00 


R 


0 


0 


CARMEL 


46477 CREW BUILDING, RT 69, HANMPDEN RD 


FJO 


$10,800.00 


$0.00 


R 


0 


0 


CARMEL 


46479 STORAGE BLDG, 1542 FULLER RD 


FJM 


$12,000.00 


$3,000.00 


R 


0 


0 


CARMEL 


50953 SAND/SALT STORAGE, 1542 FULLER RD 


FJY 


$94,500.00 


$0.00 


R 


0 


0 


CARMEL 


50954 SAND/SALT STORAGE, RT 69, HAMPDEN RD 


DHS 


$75,600.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT EST 


DOT, EASTERN REGION 








ABC 


CARMEL 


51 120 PROPANE STORAGE, 1542 FULLER RD 


HXC 


$14,400.00 


$0.00 


R 

n 


n 


n 


CARMEL 


51121 STORAGE, 1542 FULLER RD 


HXV 


$115,200.00 


$0.00 


n 


n 


n 


CARMEL 


51 122 STORAGE, 1542 FULLER RD 


HXW 


$96,250.00 


$0.00 


D 

n 


n 


n 


CARMEL 


51 123 STORAGE SHED, 1542 FULLER RD 


DHH 


$110,000.00 


$25,000.00 


D 

n 


n 


n 


CARMEL 


51 124 STORAGE, 1542 FULLER RD 


CBG 


$31,875.00 


$0.00 


n 




n 


CARMEL 


51753 STORAGE FULLER ROAD, 1542 FULLER RD 


FJG 


$52,000.00 


$8,000.00 


p 




n 


CHARLESTON 


35746 3 STALL STORAGE BLDG, 515 DOVER RD 


FOF 


$150,000.00 


$5,000.00 


p 


u 


1 


CHARLESTON 


35746 STORAGE SHED 1 5, 51 5 DOVER RD 


FTV 


$0.00 


$7,500.00 




n 

u 


n 

u 


CHARLESTON 


35747 SALT SHD & STOR GAR, BOX 1 770 DAMASCUS RD 


FTR 


$44,100.00 


$0.00 


P 


n 

u 


n 

u 


CHARLESTON 


35748 SAND STORAGE SHED, 515 DOVER RD 


FTT 


$124,760.00 


$0.00 


p 


0 
u 


n 
u 


CHERRYFIELD 


10037 EOUIP STORAGE, 182 BLACK WOODS RD 


FYC 


$250,000.00 


$100,000.00 


R 


n 


n 


CHERRYFIELD 


35751 5 STALL STORAGE BLDG, 182 BLACK WOODS RD 


FVD 


$580,000.00 


$26,000.00 


R 


1 




CHERRYFIELD 


35752 SALT SHED, 182 BLACK WOODS RD 


FVP 


$84,000.00 


$75,000.00 


p 


n 


n 

yj 


CHERRYFIELD 


51 142 SALT/SAND QUONSET, 182 BLACK WOODS RD 


FVH 


$300,800.00 


$5,000.00 


p 


n 


n 

yj 


CRAWFORD PLT 


58874 LATRINE, ROUTE 9 


RKC 


$15,000.00 


$0.00 


p 


n 


n 

yj 


DEXTER 


35767 4 STALL STORAGE BLDG, 460 DOVER RD 


FZZ 


$200,000.00 


$1 ,258.00 


R 


0 


1 


DEXTER 


50955 SALT SHED, 460 DOVER RD 


GBD 


$60,480.00 


$0.00 


R 


0 


0 


EDDINGTON 


50964 COLD STORAGE, 1 1 6 MAIN RD RT 9 


GFB 


$14,400.00 


$0.00 


R 


0 


0 


EDDINGTON 


51746 MTS REPAIR GARAGE, 1163 MAIN RD 


GFP 


$336,000.00 


$0.00 


R 


0 


1 


FDHINfiTON 


fiPQ?*! 9AI T RRINF 1163 MAIN RD 


GFG 


<R1 fi nnn on 


<Rn on 


R 


0 


0 


EDDINGTON 


58869 SAND/SALT STORAGE (OUONS, 11 63 MAIN RD 


GFN 


$270,000.00 


$0.00 


R 


0 


0 


ELLSWORTH 


10028 EOUIP STORAGE/SIGN SHOP, 175 BUCKSPORT RD 


GJB 


$77,000.00 


$0.00 


R 


0 


0 


ELLSWORTH 


52926 SALT BRINE, 175 BUCKSPORT RD 


GFH 


$16,000.00 


$5,000.00 


R 


0 


1 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 

Page 152 of 190 



BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNfT EST DOT, EASTERN REGION 



ENFIELD 


36172 HERBICIDE STORAGE, 869 MAIN RD 


GKD 


$12,500.00 


$0.00 


R 


0 


0 


ENFIELD 


36173 6 BAY VEH STOR BLDG 2, 869 MAIN RD 


RKV 


$254,500.00 


$14,630.00 


R 


0 


1 


ENFIELD 


36174 SAND STORAGE SHED, 869 MAIN RD 


KFL 


$165,000.00 


$0.00 


R 


0 


0 


ENFIELD 


36175 8 STALL STOR BLDG 2, 869 MAIN RD 


RKX 


$400,000.00 


$1,315.00 


R 


0 


1 


ENFIELD 


36176 SALT SHED 2, 869 MAIN RD 


RKZ 


$65,100.00 


$0.00 


R 


0 


0 


ENFIELD 


50956 2 BAY COLD STORAGE, 869 MAIN RD 


RKS 


$91,000.00 


$100,000.00 


R 


0 


0 


ENFIELD 


50958 CREW QUARTERS, 869 MAIN RD 


BCN 


$2,500.00 


$0.00 


R 


0 


0 


ENFIELD 


50958 CREW QUARTERS, 869 MAIN RD 


RKB 


$10,000.00 


$0.00 


R 


0 


0 


ENFIELD 


50966 STORAGE, 869 MAIN RD 


KFG 


$20,160.00 


$0.00 


R 


0 


0 


ENFIELD 


50967 STORAGE, 869 MAIN RD 


KFJ 


$33,600.00 


$0.00 


R 


0 


0 


GOULDSBORO 


35838 CREW BLDG, 829 US RT 1 


HKJ 


$83,200.00 


$5,000.00 


R 


0 


0 


GOULDSBORO 


35839 SALT SHED, 829 US RT 1 


HKN 


$126,000.00 


$7,500.00 


R 


0 


0 


GOULDSBORO 


50903 COLD STORAGE, 829 US RT 1 


HKB 


$11,900.00 


$0.00 


R 


0 


0 


GOULDSBORO 


61 197 COLD STORAGE, 829 US RT 1 


HKP 


$90,000.00 


$0.00 


R 


0 


0 


GUILFORD 


35850 2 BAY STORAGE, 295 WATER ST 


HSL 


$154,687.50 


$5,000.00 


R 


0 


0 


GUILFORD 


35851 6 STALL STORAGE BLDG, 295 WATER ST 


HSN 


$254,500.00 


$1,315.00 


R 


1 


1 


GUILFORD 


35853 STORAGE, 295 WATER ST 


HST 


$5,005.00 


$200.00 


R 


0 


0 


GUILFORD 


35854 SALT & EQUIP STOR, 295 WATER ST 


HSV 


$44,100.00 


$0.00 


R 


0 


0 


GUILFORD 


35855 POLE BARN, 295 WATER ST 


HSZ 


$36,400.00 


$5,000.00 


R 


0 


0 


HAMPDEN 


35857 TOURIST INFO CTR, 195 NB 


HXF 


$383,425.00 


$8,000.00 


R 


0 


0 


HAMPDEN 


35858 TOURIST INFO CTR, 195 SB 


HXH 


$255,620.00 


$5,000.00 


R 


0 


0 


HAMPDEN 


46473 COLD STORAGE, 195 NB MILE 169 


DHW 


$22,800.00 


$0.00 


R 


0 


0 


HAMPDEN 


46474 REST AREA PAVILION, 195 NB MILE 169 


DHY 


$50,000.00 


$0.00 


R 


0 


0 


... R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 










(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr EST 


DOT, EASTERN REGION 








ABC 


HAMPDEN 


46475 REST AREA PAVILION, 195 SB MILE172 


DHZ 


$5,000.00 


$0.00 


R 

n 


n 


n 


HAMPDEN 


46478 COLD STORAGE, 195 SB MILE172 


DTM 


$12,000.00 


$0.00 


n 


n 


n 


HAMPDEN 


50971 REST AREA VENDING BLDG, 195 NB 


FHF 


$23,400.00 


$0.00 


D 

n 


n 


n 


HAMPDEN 


50973 REST AREA VENDING BLDG, 195 SB MILE 172 


DTS 


$23,400.00 


$0.00 


D 

n 


n 


n 


HANCOCK 


10014 PRIVY, RT1 TAUNTON BAY REST 


HXM 


$12,500.00 


$0.00 


n 


n 


n 


HANCOCK 


35856 STORAGE SHED, BOX 327 THORSEN RD 


HXZ 


$117,000.00 


$20,000.00 


p 


n 


n 


HANCOCK 


35859 MAINTENANCE STOREHSE, BOX 327 THORSEN RD 


HXT 


$200,000.00 


$75,000.00 


p 


1 


1 


HANCOCK 


35860 EROSION CONTROL BLDG, BOX 327 THORSEN RD 


HXR 


$80,600.00 


$100,000.00 


P 


n 

u 


n 

u 


HANCOCK 


35861 BRIDGE MAINT STORAGE, BOX 327 THORSEN RD 


HXN 


$150,000.00 


$50,000.00 


P 


n 
u 


n 
u 


HANCOCK 


44860 HAZMAT BLDG, BOX 327 THORSEN RD 


HXG 


$9,600.00 


$0.00 


p 


0 
u 


n 
u 


HANCOCK 


50890 BRIDGE MAINT. STOREHOUSE, BOX 327 THORSEN RD 


HXY 


$300,000.00 


$0.00 


P 


n 


n 


HANCOCK 


50891 MAINTENANCE STOREHSE, BOX 327 THORSEN RD 


HXS 


$140,000.00 


$60,000.00 


P 


n 


n 


HANCOCK 


50898 COLD STORAGE, 327 THORSEN RD 


GJL 


$5,760.00 


$0.00 


p 


n 


n 

yj 


HANCOCK 


50899 COLD STORAGE, 327 THORSEN RD 


GJT 


$5,760.00 


$0.00 


p 


n 


n 

yj 


HANCOCK 


50902 STORAGE, 327 THORSEN RD 


GJW 


$9,000.00 


$5,000.00 


p 


n 


n 

yj 


HANCOCK 


50904 BRIDGE MAINT. STOREHOUSE, BOX 327 THORSEN RD 


DHR 


$1 1 ,520.00 


$0.00 


R 


0 


0 


HANCOCK 


51 182 STORAGE SHED, BOX 327 THORSEN RD 


DHJ 


$380,000.00 


$10,400.00 


R 


0 


0 


HANCOCK 


56746 BRIDGE OFFICE/CREW BLDG, 327 THORSEN RD 


DHV 


$140,000.00 


$100,000.00 


R 


0 


0 


HANCOCK 


PROJECT SITE STORAGE TRAILER, 327 THORSEN RD 


DPW 


$3,500.00 


$15,000.00 


R 


0 


0 




3587Q 8 9TAII STORAGE Rl DG 1 fi15l|c;RT1 


IFH 

Ul II 


<R75n nnn on 


000 00 


R 


1 


1 


JONESBORO 


35880 SALT SHED 1 , 61 5 US RT 1 


JFN 


$60,000.00 


$0.00 


R 


0 


0 


JONESBORO 


35881 STORAGE BLDG, 615 US RT 1 


JFP 


$11,520.00 


$5,500.00 


R 


0 


0 


JONESBORO 


44842 CHEMICAL STORAGE, 615 US RT 1 


JFK 


$9,600.00 


$3,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr EST 


DOT, EASTERN REGION 








ABC 


JONESBORO 


50892 SAND/SALT STORAGE, 615 US RT 1 


JFF 


$364,800.00 


$0.00 


R 

n 


n 


n 


LAGRANGE 


35899 3 STALL STORAGE BLDG, 219 ROWLAND RD 


JJH 


$150,000.00 


$5,000.00 


n 


n 


n 


LAGRANGE 


47771 SAND SHED, 219 ROWLAND RD 


JJF 


$174,000.00 


$0.00 


p 


n 


n 


LINCOLN PLT 


36184 STORAGE SHED, 489 WILSON MILLS RD 


RMK 


$230,000.00 


$10,000.00 


p 


n 


n 


MILO 


35941 8 STALL STORAGE BLDG, 27 DOT RD 


KHT 


$400,000.00 


$50,000.00 


p 




1 
1 


MILO 


35943 SAND/SALT STORAGE/OFFICE, 27 DOT RD 


KHW 


$240,000.00 


$2,000.00 


p 




n 


MILO 


35944 EOUIPMENT STORAGE, 27 DOT RD 


OJF 


$7,560.00 


$0.00 


p 


u 


0 
u 


MILO 


46480 SAND STORAGE, 27 DOT RD 


KHF 


$240,000.00 


$0.00 


P 


0 
u 


n 
u 


OLD TOWN 


61 026 TRUCK WEIGH STATION, 195 SB 


JMT 


$64,800.00 


$0.00 




n 


n 


ORLAND 


35976 8 STALL STOR BLDG, 1 61 GILPIN RD 


KZD 


$750,000.00 


$11,000.00 


R 


1 


i 


ORLAND 


35977 SALT SHED, 161 GILPIN RD 


KZM 


$60,000.00 


$15,000.00 


p 


n 


n 


ORLAND 


50907 STORAGE, 161 GILPIN RD 


KZC 


$51,200.00 


$22,000.00 


P 


n 


n 


ORLAND 


B57143 SALT STORAGE, 161 GILPIN RD 


KZB 


$90,000.00 


$0.00 


p 


n 


n 


PEMBROKE 


21840 FLEET REPAIR GARAGE G, 58 OLD COUNTRY RD 


MFD 


$176,400.00 


$26,573.00 


p 


n 


n 


PEMBROKE 


35982 COLD STORAGE, 58 OLD COUNTRY RD 


MFP 


$7,500.00 


$0.00 


p 


n 


n 


PEMBROKE 


35983 SALT SHED, 58 OLD COUNTRY RD 


MFG 


$48,000.00 


$7,500.00 


R 


0 


0 


PEMBROKE 


35984 SAND/STORAGE BLDG, 58 OLD COUNTRY RD 


MFH 


$216,400.00 


$10,000.00 


R 


0 


0 


PEMBROKE 


44858 CHEMICAL STORAGE, 58 OLD COUNTRY RD 


MFL 


$4,800.00 


$0.00 


R 


0 


0 


PEMBROKE 


50908 PAINT STORAGE, 58 OLD COUNTRY RD 


MFC 


$10,000.00 


$4,000.00 


R 


0 


0 




^nqnQ maintfnancf ^torfh^f ni n nni intry rd 


MFF 

1 vl 1 1 


<R?n nnn on 




R 


1 


0 


PEMBROKE 


50910 STORAGE BLDG, 58 OLD COUNTRY RD 


MFK 


$64,400.00 


$0.00 


R 


0 


0 


PEMBROKE 


5091 1 COLD STORAGE, 28 OLD COUNTY RD 


MFM 


$9,000.00 


$0.00 


R 


0 


0 


PEMBROKE 


PROJECT SITE STORAGE TRAILER, 58 OLD COUNTRY RD 


CXN 


$3,500.00 


$10,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT EST 


DOT, EASTERN REGION 








ABC 


PERRY 


50893 SAND STORAGE, 898 US RT 1 


FBC 


$556,800.00 


$0.00 


R 

n 


n 


n 


PERRY 


50896 CREW BLDG, 898 US RT 1 


FBS 


$5,000.00 


$1 ,000.00 


R 


n 


n 


PITTSFIELD 


35989 SALT SHED, 105 SPRING RD 


MJT 


$50,000.00 


$0.00 


R 


n 


n 


PITTSFIELD 


35990 STORAGE, 105 SPRING RD 


MJV 


$20,000.00 


$5,000.00 


R 


n 


n 


PITTSFIELD 


35991 VEHICLE STORAGE SHED, 105 SPRING RD 


MJX 


$216,000.00 


$12,500.00 


R 


n 




PITTSFIELD 


561 17 REST AREA BLDG, 195 SB 


MJQ 


$207,300.00 


$0.00 


R 


n 


n 


PITTSFIELD 


56129 REST AREA BLDG, 195 NB 


MJM 


$207,300.00 


$0.00 


R 


0 
u 


0 
u 


PLYMOUTH 


35985 VEHICLE STORAGE SHED, 2510 MOOSEHEAD TRAIL 


MLF 


$305,000.00 


$665,600.00 




n 
u 


■i 
1 


PLYMOUTH 


35992 GENERAL STORAGE, 251 0 MOOSEHEAD TRAIL 


MKV 


$40,320.00 


$10,000.00 




n 
u 


n 

u 


PLYMOUTH 


35994 SALT SHD AND STOR GAR, 251 0 MOOSEHEAD TRAIL 


MLB 


$44,100.00 


$772.00 


P 


n 


n 
u 


PLYMOUTH 


50957 SALT STORAGE, 251 0 MOOSEHEAD TRAIL 


MLG 


$155,000.00 


$0.00 


P 


n 


n 


PLYMOUTH 


B10045 CREW OUARTERS, 2510 MOOSEHEAD TRAIL 


BFL 


$294,000.00 


$50,000.00 


P 


n 


n 


PROSPECT 


RESTROOM FACILITY, FORT KNOX RD,RT 1&3 


PCY 


$100,000.00 


$15,000.00 


R 


n 


n 


ROBBINSTON 


10017 PRIVY, RT 1 REST AREA 


DZJ 


$12,500.00 


$0.00 


R 


n 


n 


SEDGWICK 


36054 CREW BUILDING, BOX 4050 RT 15 


NYR 


$76,800.00 


$10,000.00 


R 


n 


1 
1 


SEDGWICK 


50894 SALT SHED, BOX 4050 RT 15 


NYG 


$43,750.00 


$9,000.00 


R 


0 


0 


SEDGWICK 


50895 SAND STORAGE BUILDING, BOX 4050 RT 15 


KZG 


$384,000.00 


$10,000.00 


R 


0 


0 


SEDGWICK 


50915 BRIDGE MAINT STORE HOUSE, BOX 4050 RT 15 


DKM 


$9,000.00 


$0.00 


R 


0 


0 


SEDGWICK 


53767 HWAY MAINTENANCE GARAGE, BOX 4050 RT 15 


NYY 


$580,000.00 


$10,000.00 


R 


0 


0 


qi-ilRl FY 


'^RD'iR 4 9TAI 1 ^TOR Rl D 1 R 4 O! D 1 OOP RD 


N7R 


<R?nn nnn on 




R 


0 


1 


SHIRLEY 


36059 SALT SHED, 4 OLD LOOP RD 


NZF 


$44,100.00 


$0.00 


R 


0 


0 


SULLIVAN 


52616 LATRINE, RT 1 LONG COVE REST 


FVM 


$15,000.00 


$0.00 


R 


0 


0 


T02 R08 WELS 


36106 SAND SHED, LINCOLN ACCESS RD 


OHS 


$98,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT EST 


DOT, EASTERN REGION 










T10SD 


10015 PRIVY, TUNK LAKE RD 


QDO 


$12,500.00 


$0.00 


R 0 0 


VERONA 


PROJECT SITE OFFICE TRAILER, RT 1 NARROWS BRIDGE 


TVF 


$0.00 


$5,000.00 


R 0 0 


VERONA 


PROJECT SITE STORAGE TRAILER 1 , RT 1 NARROWS BRIDGE 


TVM 


$3,500.00 


$50,000.00 


R 0 0 


VERONA 


PROJECT SITE STORAGE TRAILER 2, RT 1 NARROWS BRIDGE 


TVP 


$3,500.00 


$50,000.00 


R 0 0 


WESLEY 


36168 4 STALL, SHED 9, 4401 AIRLINE RD 


RKD 


$230,400.00 


$20,000.00 


R 1 1 


WESLEY 


36169 SALT SHED 9, 4401 AIRLINE RD 


RKJ 


$60,000.00 


$10,000.00 


R 0 0 


WESLEY 


36170 SAND/STORAGE BLDG, 4401 AIRLINE RD 


RKL 


$216,400.00 


$10,000.00 


R 0 0 


WESLEY 


90838 COLD STORAGE, 4401 AIRLINE RD 


RKF 


$36,400.00 


$10,000.00 


R 0 0 


WHITING 


36181 CREW BLDG, 61 US RT 1 


RLZ 


$72,000.00 


$10,000.00 


R 1 1 


WHITING 


361 82 SALT SHED, 61 US RT 1 


RMD 


$32,000.00 


$5,000.00 


R 0 0 


WHITING 


46701 STORAGE BLDG, 61 US RT 1 


RMC 


$7,680.00 


$5,000.00 


R 0 0 




UNIT EST 


TOTALS 


$23,608,104.50 


$3,814,520.00 




UNFT EST 


TC, FIRE SERVICE INSTITUTE 










BRUNSWICK 


150 ACADEMIC CENTER, 19 SEWALL ST 


GQR 


$0.00 


$294,500.00 


0 0 




UNIT EST 


TOTALS 


$0.00 


$294,500.00 




UNIT GAM 


PS, GAMBLING CONTROL BOARD 










AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$75,000.00 


0 0 




UNfT GAM 


TOTALS 


$0.00 


$75,000.00 





R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


LOCATION 

PROPERTY DESCRIPTION CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 










ABC 


UNFT HCSW 


AGR, SOIL & WATER DIST. ELLSWORTH 








ELLSWORTH 


LEASED, 194 MAIN ST GJD 


$0.00 


$20,000.00 


0 0 




UNIT HCSW TOTALS 


$0.00 


$20,000.00 




UNFT ILS 


ILS, COMM ON INDIGENT LEGAL SERVICES 








AUGUSTA 


MAROUARDT BLDG, 32 BLOSSOM LN CGH 


$0.00 


$50,000.00 


R 0 0 




UNIT ILS TOTALS 


$0.00 


$50,000.00 




UNFT KSW 


AGR, SOIL & WATER DIST. AUGUSTA 








AUGUSTA 


21 ENTERPRISE DR, 21 ENTERPRISE DR CNN 


$0.00 


$25,000.00 


0 0 




UNIT KSW TOTALS 


$0.00 


$25,000.00 




UNIT LCSW 


AGR, SOIL & WATER DIST. ROCKPORT 








ROCKPORT 


LEASED, 893 WEST ST BDM 


$0.00 


$25,000.00 


0 0 




UNFT LCSW TOTALS 


$0.00 


$25,000.00 




UNIT LDA 


LDA, LORING DEVELOPMENT AUTHORITY 








CARIBOU 


290 WTP BLDG CO AG 226 MAD DAM RD BBM 

^^\J VV 1 t III t M\.^ \J\J r\\Ji^ ^^\J IVI#^L^ L^#^lvl 1 IL^ LJLJIVI 


1564 1 2'S on 


150 on 


Ron 


CARIBOU 


291 WTP ADMIN / FILTER BEDS, 225 MAD DAM RD BBQ 


$2,504,264.00 


$30,000.00 


R 1 2 


LIMESTONE 


1200 WATER PUMP STA, 122 NORTHCUTT RD BBR 


$398,440.00 


$0.00 


R 1 0 


LIMESTONE 


1203 BOOSTER GEN BLDG, 122 NORTHCUTT RD BBS 


$21,960.00 


$0.00 


R 0 0 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr LDA 


LDA, LORING DEVELOPMENT AUTHORITY 






ABC 


LIMESTONE 


?Rni 1 nRINfi INN 17 VIRGINIA PI AP.F 


RRF 


$2,749,375.00 


$60,000.00 


D 

n 


p 


n 


LIMESTONE 


?Rin WARFUni RF ?^? nFVFI nPMFNT DR 


RFW 

D r V V 


$45,920.00 


$0.00 


n 

LJ 


n 


n 


LIMESTONE 


^nriR FIRF/AMRI II ANP.F ciTATIDN 1 1Q WFINMAN RD 


R7K 


$1 ,000,000.00 


$60,000.00 


D 

n 


1 
1 


n 


LIMESTONE 


T^fifl FORMER A-Rm IT FIT 1RQ WFINMAN RD 


RRn 


$68,170.00 


$0.00 


n 


n 


n 


LIMESTONE 


T;?n FORMER RFI Ifiini R FDI IHATin 1QR WFINMAN RD 


RRK 


$110,540.00 


$0.00 


n 

LJ 


n 




LIMESTONE 


Rfim DFFICF nnMPI FY (\/FR\7nM\ ?? MACiQAnm jclFTTc; PI 


RRI 


$194,100.00 


$0.00 


n 

LJ 


n 


n 


LIMESTONE 


"inm FDRMFR PD^TDPFIPF NDRTH PARDI INA RD 


RRM 


$45,000.00 


$0.00 


n 

LJ 


0 
u 


0 
u 


LIMESTONE 


ROOR 1 ORIMH KAW HFRITAHF PTR 1 '^1 PI IPP RD 

OUUO L'^nilNvJ IVIII— 1 1 1_ 11 1 1 rAvJ L_ \_/ 1 ri, 1 O 1 \^\Jil ixLJ 


RRO 


$45,000.00 


$0.00 


n 

LJ 




n 


LIMESTONE 


R007 DATA PFMTFR P7 MORTHPl ITT RD 


R7M 

Lj^I VI 


$744,325.00 


$0.00 


R 


-1 
1 


n 


LIMESTONE 


f^Of^f^ ^AMDWIPH ^HOP/DFI 1 170 DFVFI OPK/IFNT DR 


R7M 


$500,880.00 


$0.00 


R 


-1 
1 


n 


LIMESTONE 


f^l nn 1 DA ADK/IM OFFIPF^ 1 DFVFI OPK/IFNT DR 


R7n 


$2,497,200.00 


$100,000.00 


R 


-1 
1 


n 


LIMESTONE 


RPin FORMFR 1 IRRARY 1 1 R f^FORniA RD 


RHR 


$3,000,000.00 


$0.00 


P 


-1 
1 


n 


LIMESTONE 


R^m 1 DA WARFUni jcjF PR NDRTH HARni INA RD 




$240,780.00 


$0.00 


n 

LJ 


n 


n 


LIMESTONE 


R^n? MFnir.Ai r.i iNir. r north r.ARni ina dr 




$650,000.00 


$0.00 


n 

LJ 


1 
1 


n 


LIMESTONE 


•^Qfl? Pnni 17 KFNTI ir.KY Rn 


RRW 

EJVJI VV 


$449,350.00 


$0.00 


n 

LJ 


n 


n 


LIMESTONE 


oylOrOKMtR IHtAltK, 1 12 (jitORvjilA RU 


DLJD 

dHd 


$146,400.00 


$0.00 


r\ 
U 


0 


0 


LIMESTONE 


6250 DORMITORY, 16 ILLINOIS 


BHJ 


$708,000.00 


$0.00 


D 


0 


0 


LIMESTONE 


6540 NCO CLUB, 26 GEORGIA RD 


BHK 


$2,638,560.00 


$0.00 


R 


1 


0 


LIMESTONE 


6555 BOWLING CTR, 1 1 IOWA PL 


BHL 


$198,440.00 


$0.00 


D 


0 


0 


1 IMFRTONF 


7210 HYDROBLEND, FOOD PRO, 14 COLORADO RD 


BZW 


155 7?3 Qnn nn 


<Rn nn 


R 


1 


0 


LIMESTONE 


7220 PRODUCTION LINE, 125 KANSAS RD 


BZG 


$12,000,000.00 


$0.00 


R 


1 


0 


LIMESTONE 


7230 BODY SHOP, 89 KANSAS RD 


FGH 


$12,000,000.00 


$0.00 


R 


1 


0 


LIMESTONE 


7270 LORING UTILITIES OFFICE, 6 ENERGY RD 


BHM 


$125,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 






LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 


UNrr LDA 


LDA, LORING DEVELOPMENT AUTHORITY 








ABC 


LIMESTONE 


7500 BODY SHOP, 58 PENNSYLVANIA RD 


FHM 


$4,474,500.00 


$0.00 


R 1 0 


LIMESTONE 


7501 MRC BODY SHOP, 434 LORING COMM RD 


FGG 


$1 ,447,705.00 


$0.00 


R 1 0 


LIMESTONE 


8202 CRASH FIRE, 16 RESCUE RD 


BHN 


$162,550.00 


$0.00 


D 0 0 


LIMESTONE 


8205 PI 5 STALL, 26 RESCUE RD 


BHQ 


$27,100.00 


$0.00 


D 0 0 


LIMESTONE 


8260 REPAIR SHOP/STORAGE, 45 COLORADO RD 


FGM 


$5,397,140.00 


$0.00 


R 1 0 


LIMESTONE 


8390 AIRCRAFT STG, DISMANTLING, 57 WASHINGTON RD 


BZY 


$411,140.00 


$0.00 


D 0 0 


LIMESTONE 


8409 OFFICE BLDG, 77 SNOW BARN RD 


BFX 


$300,000.00 


$0.00 


R 1 0 


LIMESTONE 


8410 HANGAR, 76 SNOW BARN RD 


BHS 


$222,600.00 


$0.00 


D 0 0 


LIMESTONE 


841 2 OFFICE BLDG, 73 SNOW BARN RD 


BBC 


$292,500.00 


$0.00 


R 1 0 


LIMESTONE 


8413 OFFICE BLDG, 71 SNOW BARN RD 


FOR 


$300,000.00 


$0.00 


R 1 0 


LIMESTONE 


8622 DOCK 22 HANGER, 22 BLACKBIRD RD 


BOC 


$1 ,964,970.00 


$0.00 


R 0 0 


LIMESTONE 


8700 SITEL CALL CENTER, 207 DEVELOPMENT DR 


BBJ 


$6,689,620.00 


$0.00 


R 1 1 


LIMESTONE 


8702 APPLIED TECHNOLOGY CTR, 191 DEVELOPMENT DR 


BHZ 


$3,997,125.00 


$0.00 


R 1 1 


LIMESTONE 


8710 LDA RDS & GRDS BLDG, 48 QUARRY RD 


BBK 


$4,284,500.00 


$200,000.00 


R 1 1 


LIMESTONE 


8712 WAREHOUSE, 14 CONNECTICUT RD 


FHG 


$2,506,575.00 


$0.00 


R 1 0 


LIMESTONE 


8713 MRC COMP SHOP/BLUE GOOSE, 32 CONNECTICUT RD 


FGW 


$10,926,235.00 


$0.00 


R 2 0 


LIMESTONE 


8714 COLD STORAGE, 32 CONNECTICUT RD 


FGN 


$1 ,383,200.00 


$0.00 


R 0 0 


LIMESTONE 


8716 REPAIR SHOP, 50 CONNECTICUT RD 


FGP 


$712,500.00 


$0.00 


R 1 0 


LIMESTONE 


8840 FORMER MAX THE MOOSE FURN, 39 NEW HAMPSHIRE RD 


BHW 


$115,200.00 


$0.00 


D 0 0 




UNFT LDA TOTALS 


$94,484,889.00 


$450,000.00 





UNIT MAA MAA, COMBAT SPORTS AUTHORITY OF MAINE 



R means the building is insured for replacement cost 
D means the building is insured for demolition cost 



(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 



UNFT MAA MAA, COMBAT SPORTS AUTHORITY OF MAINE 



WESTBROOK 


EMPLOYEE RESIDENCE, 90 COUNTRY LANE 


FFW 


$0.00 


$5,000.00 




0 0 




UNIT 


MAA TOTALS 


$0.00 


$5,000.00 








UNFT MEMS 


PS, MAINE EMERGENCY MEDICAL SERVICES 












AUGUSTA 


L>tlN 1 riAL IVit L>wlVMVltriL>t Kj I n, 40 L'UlvMvltriL't univt 




$0.00 


$60,000.00 




0 


0 




UNIT 


MEMS TOTALS 


$0.00 


$60,000.00 








UNFT MID 


UU I , MIL) UUAo 1 ribolUN 
















21 845 FLEET WAREHOUSE, 1 05 CAPITOL ST 


BKJ 




<R1 817 nfi7 nn 


R 

n 


0 


0 


Al IGI I9TA 


21846 FLEET SIGN SHOP BLDG, 127 CAPITOL ST 


BJX 




ctpi nnn nn 


R 

n 


0 


0 


Al IGI I9TA 


35660 SALT SHED, 53 BOG RD 


CMR 


•R^n 4nn nn 


<RT nnn nn 


p 

n 


0 


0 


Al IGI ISTA 


35934 SAND/SALT STORAGE, 53 BOG RD 


KVD 




cty c;fin nn 


p 

n 


0 


0 


Al IGI I^STA 


50917 GARAGE, 53 BOG RD 


KVG 


U'i^fi nnn nn 

vpOOU ] \J\J\J . \J\J 


151 4 nnn nn 

vp 1 ''rj\J\J\J.\J\J 


R 

1 1 


0 


0 


Al IGI l^iTA 


50918 HERBICIDE BLDG, 53 BOG RD 


CNG 


1548 nnn nn 

vp'rO 5 \J\J\J . \J\J 


"fin nn 


1 1 


0 


0 


AUGUSTA 


51247 STORAGE SHED 1 , 105 CAPITOL ST 


BJZ 


$154 945 00 


$0.00 


R 


0 


0 


AUGUSTA 


51248 STORAGE SHED 2, 105 CAPITOL ST 


BKF 


$152,250.00 


$12 000 00 


R 


0 


0 


Al 1^1 ICXA 


51249 STORAGE SHED 3, 105 CAPITOL ST 


BKB 


$157,430.00 


$14,000.00 


hi 


0 


0 


AUGUSTA 


51251 STORAGE SHED, 105 CAPITOL ST 


BKD 


$151,900.00 


$26,000.00 


R 


0 


0 


AUGUSTA 


51253 FLEET OFFICE BUILDING, 109 CAPITOL ST 


BJR 


$2,549,802.00 


$901 ,223.00 


R 


1 


5 


AUGUSTA 


51 254 TRAFFIC WAREHOUSE, 121 LEIGHTON RD 


CHN 


$0.00 


$1 1 ,995.00 




0 


0 


AUGUSTA 


51259 COLD STORAGE, 127 CAPITOL ST 


BJT 


$225,560.00 


$74,121.00 


R 


0 


0 


AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 


CNK 


$0.00 


$474,000.00 




0 


0 




R means the building is insured for replacement cost 


(B) The number of boilers to be inspected 










(A) 


D means the building is insured for demolition cost 


(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr MID 


DOT, MID COAST REGION 








ABC 


BELGRADE 


35703 8 STALL STORAGE BLDG, 96 CEMETARY RD 


DRF 


$256,000.00 


$31 ,000.00 


R 

n 


n 


1 

1 


BELGRADE 


35704 SALT SHED, 96 CEMETARY RD 


DRJ 


$50,000.00 


$0.00 


n 


n 


n 


BELGRADE 


51 140 HAY BARN, 96 CEMETARY RD 


GPN 


$60,000.00 


$0.00 


D 

n 


n 


n 


BOOTHBAY 


DRAW TENDERS HOUSE, BARTERS IS 


HDQ 


$30,000.00 


$10,000.00 


D 

n 


n 


n 


BROOKS 


52532 CREW QUARTERS, 773 VETERANS HIGHWAY 


DVG 


$21 ,400.00 


$10,000.00 


n 


n 


n 


BROOKS 


53531 SAND/SALT STORAGE, 773 VETERANS HIGHWAY 


DVK 


$21 1 ,000.00 


$10,000.00 


p 


n 


n 


EDGECOMB 


35783 8 STALL STORAGE BLDG, 56 US RT1 DAVIS ISLD 


GFR 


$201,250.00 


$28,500.00 


p 


1 


1 


EDGECOMB 


35784 SALT SHED, 56 US RT1 DAVIS ISLD 


GFT 


$31,500.00 


$0.00 


P 


n 

u 


n 

u 


FAIRFIELD 


1 0035 SAND SALT STORAGE BLDG, 1 0 MOUNTAIN AVE 


GND 


$500,000.00 


$0.00 


P 


n 
u 


n 
u 


FAIRFIELD 


1 0036 SALT BRINE BLDG, 1 0 MOUNTAIN AVE 


GNS 


$350,000.00 


$0.00 


p 


0 
u 


n 
u 


FAIRFIELD 


35804 4 STALL GARAGE, 10 MOUNTAIN AVE 


GNJ 


$251 ,850.00 


$6,000.00 


P 


n 


n 


FAIRFIELD 


35805 4 STALL VEH GARAGE, 10 MOUNTAIN AVE 


GNL 


$270,000.00 


$7,500.00 


P 


n 


n 


FAIRFIELD 


35807 5 STALL GARAGE, 10 MOUNTAIN AVE 


GNN 


$250,000.00 


$17,500.00 


p 


n 


1 

1 


FAIRFIELD 


35809 8 STALL GARAGE BLDG, 10 MOUNTAIN AVE 


GNP 


$390,000.00 


$172,727.00 


p 


n 


n 


FAIRFIELD 


35810 OFFICE BLDG/RADIO EQUIP, 10 MOUNTAIN AVE 


GPH 


$600,000.00 


$140,000.00 


p 


n 


n 


FAIRFIELD 


3581 1 SALT BIN 201 , 10 MOUNTAIN AVE 


GPJ 


$50,000.00 


$0.00 


R 


0 


0 


FAIRFIELD 


35812 SALT SHED 201, 10 MOUNTAIN AVE 


GPL 


$50,000.00 


$0.00 


R 


0 


0 


FAIRFIELD 


35813 STORAGE 201, 10 MOUNTAIN AVE 


GPP 


$54,880.00 


$4,000.00 


R 


0 


0 


FAIRFIELD 


35814 STORAGE BARN 201, 10 MOUNTAIN AVE 


GPR 


$105,000.00 


$5,000.00 


R 


0 


0 


PAIRFIFI D 


snqi q ^tdragf ri iii ding i n mdi intain avf 


GPO 


<R4 Ron no 

\p'-r ,kJ\j\j .yjyj 


<Rn on 


R 


0 


0 


FAIRFIELD 


50920 STORAGE BLDG, 10 MOUNTAIN AVE 


GPK 


$75,000.00 


$6,000.00 


R 


0 


0 


FAIRFIELD 


50932 STORAGE BLDG, 10 MOUNTAIN AVE 


GPM 


$45,000.00 


$18,000.00 


R 


0 


0 


FAIRFIELD 


50933 RADIO REPEATER BLDG, 10 MOUNTAIN AVE 


GPY 


$4,800.00 


$20,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr MID 


DOT, MID COAST REGION 








ABC 


FAIRFIELD 


50936 UTILITY SHED, 10 MOUNTAIN AVE 


GNC 


$7,200.00 


$0.00 


R 

n 


n 


n 


FAIRFIELD 


52534 CREW QUARTERS, 10 MOUNTAIN AVE 


GNB 


$75,000.00 


$10,000.00 


n 


n 


n 


FAIRFIELD 


53174 SALT BRINE, 10 MOUNTAIN AVE 


GPG 


$16,000.00 


$0.00 


D 

n 


n 


n 


FAIRFIELD 


PROJECT SITE, 10 MOUNTAIN AVE 


GNF 


$10,000.00 


$10,000.00 


D 

n 


n 


n 


FAIRFIELD 


PROJECT SITE EQUIPMENT TRAILER, 10 MOUNTAIN AVE 


GNQ 


$3,500.00 


$5,000.00 


n 


n 


n 


FAIRFIELD 


PROJECT SITE OFFICE TRAILER, 10 MOUNTAIN AVE 


GNM 


$10,000.00 


$10,000.00 


p 


n 


n 


GREENE 


35845 3 STALL STORAGE BLDG, 92 ALLEN POND RD 


HOP 


$246,000.00 


$13,817.00 


p 


1 


1 


GREENE 


35846 SALT SHED, 92 ALLEN POND RD 


HQJ 


$50,400.00 


$0.00 


P 


n 

u 


n 

u 


GREENE 


35847 STORAGE SHED, 92 ALLEN POND RD 


HQK 


$10,920.00 


$3,000.00 


P 


n 
u 


n 
u 


GREENE 


35848 SHED STORAGE, 92 ALLEN POND RD 


HQL 


$57,600.00 


$11,500.00 


p 


0 
u 


n 
u 


HOULTON 


51 1 27 PROJECT DEV TRAILER LAB, 1 59 BANGOR ST, RT 2A 


JBS 


$60,000.00 


$5,000.00 


R 


n 


n 


JEFFERSON 


35878 STORAGE BLDG, GARDINER RD 


JFB 


$17,500.00 


$0.00 


P 


n 


n 


KNOX 


35892 8 BAY STORAGE BLDG, 516 BELFAST RD 


JHX 


$182,000.00 


$27,500.00 


p 


1 

1 


1 

1 


KNOX 


35897 SAND/SALT DOME, 516 BELFAST RD 


JJB 


$184,730.00 


$0.00 


p 


n 


n 

yj 


KNOX 


35898 SMALL STORAGE BLDG, 516 BELFAST RD 


JJD 


$13,440.00 


$5,000.00 


p 


n 


n 

yj 


KNOX 


50977 SAND/SALT STORAGE, 516 BELFAST RD 


JJC 


$93,600.00 


$0.00 


R 


0 


0 


MONTVILLE 


35947 8 BAY STORAGE BLDG, 217 ACADIA HIGHWAY 


KJH 


$134,400.00 


$10,700.00 


R 


0 


1 


MONTVILLE 


35948 SALT SHED, 217 ACADIA HIGHWAY 


KJR 


$44,800.00 


$15,000.00 


R 


0 


0 


MONTVILLE 


35949 SAND/SALT STORAGE DOME, 217 ACADIA HIGHWAY 


KJT 


$184,800.00 


$0.00 


R 


0 


0 


MONTVII 1 F 


TSqSn ^TDRAGF Rl DG ?17 ACADIA HIGHWAY 


K IV 

l\U V 


vp 1 \J j'-r'-r\J .yjyj 


<R5 nnn nn 

,yj\j\j .yjyj 


R 


0 


0 


MONTVILLE 


46656 CHEMICAL STORAGE BLDG, 21 7 ACADIA HIGHWAY 


KJC 


$30,000.00 


$5,000.00 


R 


0 


0 


NEWCASTLE 


10003 REST AREA BLDG/BATHROOM, RT 1 SHERMAN LAKE 


KTJ 


$63,000.00 


$0.00 


R 


0 


0 


NORTHPORT 


35970 8 BAY STORAGE BLDG, 1116 ATLANTIC HIGHWY 


KWF 


$242,900.00 


$7,500.00 


R 


1 


1 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT MID 


DOT, MID COAST REGION 








ABC 


NORTHPORT 


35971 STORAGE BLDG, 1116 ATLANTIC HIGHWY 


KWJ 


$36,400.00 


$10,000.00 


R 

n 


n 


n 

\J 


NORTHPORT 


50983 SALT / SAND STORAGE, 1 1 16 ATLANTIC HIGHWY 


KWC 


$100,000.00 


$0.00 


n 


n 


n 


RANDOLPH 


36013 5 STALL STORAGE BLDG, 72 BIRMINGHAM RD 


NFP 


$112,000.00 


$7,500.00 


D 

n 


n 


1 
1 


RANDOLPH 


50922 SALT SHED, 72 BIRMINGHAM RD 


NFT 


$46,000.00 


$800.00 


D 

n 


n 


n 


RICHMOND 


36015 8 BAY STORAGE BLDG, 31 LANCASTER RD 


NGN 


$179,200.00 


$7,500.00 


n 


1 
1 


A 


RICHMOND 


36020 SAND/SALT STOR BLDG, 31 LANCASTER RD 


NHJ 


$100,000.00 


$0.00 


p 




n 


RICHMOND 


36026 STORAGE BLDG, 31 LANCASTER RD 


NHK 


$9,000.00 


$5,000.00 


p 


u 


n 
u 


RICHMOND 


36028 COLD STORAGE, 31 LANCASTER RD 


QRK 


$12,600.00 


$5,000.00 


P 


n 

u 


n 

u 


RICHMOND 


36200 STORAGE BLDG, 31 LANCASTER RD 


ORY 


$16,800.00 


$10,000.00 


R 


n 


n 

u 


RICHMOND 


60949 COLD STORAGE BLDG, 31 LANCASTER RD 


NHW 


$120,000.00 


$120,000.00 


R 


n 

u 


n 

u 


RICHMOND 


62051 CREW QUARTERS, 31 LANCASTER RD 


NHO 


$150,000.00 


$25,000.00 


R 


n 


n 


RICHMOND 


66012 8 BAY GARAGE, 31 LANCASTER RD 


NGY 


$1,262,000.00 


$50,000.00 


R 


n 




RICHMOND 


DRAW CONTROL HSE ME-KENN BR, FERRY RD 


NGV 


$125,000.00 


$10,000.00 


p 


n 


n 


RICHMOND 


DRAW STOREHSE ME-KENN BR, FERRY RD 


NGX 


$20,000.66 


$2,000.00 


p 


n 


n 


RICHMOND 


DRAW TENDERS HSE ME-KENN BR, FERRY RD 


NGZ 


$40,000.00 


$10,000.00 


p 


n 


n 


ROCKPORT 


36037 8 BAY STORAGE BLDG, 289 WEST ST 


NKJ 


$179,200.00 


$7,500.00 


R 


1 


0 


ROCKPORT 


36039 SALT SHED, 289 WEST ST 


NKP 


$44,800.00 


$0.00 


R 


0 


0 


S BRISTOL 


DRAW CONTROL HSE GUT BR, 


PFV 


$125,000.00 


$10,000.00 


R 


0 


0 


S BRISTOL 


DRAW TENDERS HSE GUT BR, 


PFX 


$30,000.00 


$10,000.00 


R 


0 


0 


S CHINA 


"^607? R 9TAI 1 ^TORAGF Rl DG ?RR RT 


PF7 


<R^84 nnn on 


157 500 00 


R 


0 


0 


S CHINA 


36074 SALT/SAND STORAGE DOME, 268 RT 3 


PGF 


$150,000.00 


$0.00 


R 


0 


0 


S CHINA 


50928 SALT SHED, 268 RT 3 


PJB 


$93,600.00 


$2,000.00 


R 


0 


0 


SEARSPORT 


36050 6 BAY STORAGE BLDG, 290 EAST MAIN ST 


NXX 


$176,400.00 


$7,500.00 


R 


0 


1 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT MID 


DOT, MID COAST REGION 








ABC 


SEARSPORT 


36051 SALT SHED, 290 EAST MAIN ST 


NYF 


$50,700.00 


$10,000.00 


R 

n 


n 


n 

\J 


SEARSPORT 


36052 SMALL STORAGE BLDG, 290 EAST MAIN ST 


NYL 


$14,700.00 


$2,500.00 


n 


n 


n 


SEARSPORT 


50978 NEW SALT SHED, 290 EAST MAIN ST 


NYB 


$45,000.00 


$0.00 


D 

n 


n 


n 


SEARSPORT 


53177 SALT BRINE, 290 EAST MAIN ST 


NYW 


$16,000.00 


$0.00 


n 


n 


n 


SEARSPORT 


58878 LATRINE, ARCADIA TRAIL 


NYM 


$15,000.00 


$0.00 


p 


n 


n 


SIDNEY 


36060 5 STALL STORAGE BLDG 195, 109 LYONS RD 


NZJ 


$101,000.00 


$8,500.00 


R 

n 


n 


n 


SIDNEY 


50923 SAND/SALT STORAGE, 109 LYONS RD 


NZC 


$94,500.00 


$25,000.00 


p 

n 


n 
u 


n 
u 


SIDNEY 


50937 SAND/SALT GARAGE, 109 LYONS RD 


NZH 


$403,000.00 


$0.00 


P 


n 

u 


n 

u 


SIDNEY 


B10033 WEIGH STATION, 195 SB 


NZK 


$42,500.00 


$0.00 


P 


n 
u 


n 
u 


SIDNEY 


B10043 WEIGH STATION PUMP SHED, 195 SB 


NZN 


$10,000.00 


$0.00 


p 

n 


n 
u 


n 
u 


SKOWHEGAN 


44859 HAZARDOUS MATERIAL BLDG, 666 WATERVILLE RD 


NZG 


$6,200.00 


$0.00 


P 


n 


n 


SOUTH PORT 


55030 BRIDGE TENDERS BLDG, RT 27 


OYG 


$15,000.00 


$2,000.00 


P 


1 


n 


UNITY 


36137 SAND/SALT STOR BLDG, 169 BANGOR RD 


QWD 


$80,000.00 


$0.00 


p 


n 


n 


VASSALBORO 


50929 CREW BLDG, 2016 RIVERSIDE DR 


QZH 


$10,000.00 


$5,000.00 


p 


n 


n 


W GARDINER 


36029 COLD STORAGE, RT 126 


QRM 


$7,200.00 


$5,000.00 


p 




n 


W GARDINER 


36152 5 STALL STORAGE BLDG, 420 LEWISTON RD 


QYZ 


$112,000.00 


$75,000.00 


R 


0 


1 


W GARDINER 


36153 SALT SHED, 420 LEWISTON RD 


QZD 


$50,000.00 


$25,000.00 


R 


0 


0 


W GARDINER 


36154 SALT/SAND STOR DOME, 420 LEWISTON RD 


QZF 


$150,000.00 


$0.00 


R 


0 


0 


W GARDINER 


43559 CHEMICAL STORAGE, RT 126CASTER RD 


ORQ 


$4,800.00 


$5,000.00 


R 


0 


0 


WAi noRORn 


^fi1 R 9TAI 1 9TnRAGF Rl DG 1 51 0 O! D ROI ITF ONF 






vp 1 ^^'JKJKJ .\J\J 


R 


1 


1 


WALDOBORO 


46667 SALT SHED, 1510 OLD ROUTE ONE 


OZY 


$13,440.00 


$0.00 


R 


0 


0 


WALDOBORO 


531 78 SALT BRINE, 1 51 0 OLD ROUTE ONE 


QZC 


$16,000.00 


$0.00 


R 


0 


0 


WALDOBORO 


5721 9 SAND/SALT STORAGE, 1 51 0 OLD ROUTE ONE 


QZM 


$220,800.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 




LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 














ABC 


UNrr MID 


DOT, MID COAST REGION 














WASHINGTON 


36162 8 BAY MAINT STOREHSE, 386 ROCKLAND RD 




Rcr 


$500,000.00 


$120,000.00 


R 


1 0 


WASHINGTON 


36163 VEHICLE STORAGE, 386 ROCKLAND RD 




RDB 


$179,200.00 


$50,000.00 


R 


0 1 


WASHINGTON 


36164 STORAGE, 386 ROCKLAND RD 




RCZ 


$36,400.00 


$10,000.00 


R 


0 0 


WASHINGTON 


36165 SAND/SALT STORAGE, 386 ROCKLAND RD 




RCM 


$100,000.00 


$0.00 


R 


0 0 


WASHINGTON 


44848 COLD STORAGE, 386 ROCKLAND RD 




RCQ 


$10,500.00 


$0.00 


R 


0 0 


WASHINGTON 


50979 SALT SHED, 386 ROCKLAND RD 




RCC 


$62,774.00 


$0.00 


R 


0 0 


WASHINGTON 


54281 COLD STORAGE BLDG, 386 ROCKLAND RD 




RCS 


$180,000.00 


$0.00 


R 


0 0 


WINTERPORT 


50980 SALT SHED, RT 1 A 




DTG 


$45,000.00 


$0.00 


R 


0 0 


WINTERPORT 


50987 CREW BREAK ROOM, RT 1 A 




DTK 


$7,250.00 


$3,500.00 


R 


0 0 


WINTHROP 


36193 8 STALL STOR BLDG, 161 METCALF RD 




RQH 


$227,000.00 


$8,300.00 


R 


0 1 


WINTHROP 


36194 SALT BIN, 161 METCALF RD 




RON 


$44,100.00 


$15,000.00 


R 


0 0 


WINTHROP 


50930 SAND/SALT BLDG, 161 METCALF RD 




DRL 


$500,000.00 


$0.00 


R 


0 0 


WINTHROP 


50944 STORAGE, 161 METCALF RD 




RQP 


$10,725.00 


$10,000.00 


R 


0 0 


WOOLWICH 


51566 OFFICE SPACE, RT 1 




RRQ 


$70,000.00 


$4,000.00 


R 


0 0 




UNIT 


MID 


TOTALS 


$17,240,891.66 


$4,709,810.00 






UNR" MPB 


MPB, MAINE POTATO BOARD 












PRESQUE ISLE 


AROOSTOOK AGRICULTURE CTR, 744 MAIN ST 




MZR 


$1,350,000.00 


$250,000.00 


R 


0 0 


PRESQUE ISLE 


POTATO RESEARCH FACILITY, 59 HOULTON RD 




MZK 


$1 ,430,000.00 


$0.00 


R 


0 0 


SPRINGFIELD 


EASTERN STATES EXPO, 1305 MEMORIAL AVE 




ZZD 


$0.00 


$50,000.00 




0 0 




UNIT 


MPB 


TOTALS 


$2,780,000.00 


$300,000.00 







R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNfT MRC 


DVS, MAINE MILITARY AUTHORITY 












AUGUSTA 


8 MULLIKEN COURT, 8 MULLIKEN COURT 


BMJ 


$0.00 


$10,000.00 




0 0 


LIMESTONE 


7220 PRODUCTION LINE, 125 KANSAS RD 


BZG 


$0.00 


$800,000.00 




0 3 


LIMESTONE 


7230 BODY SHOP, 89 KANSAS RD 


FGH 


$0.00 


$3,150,000.00 




0 2 


LIMESTONE 


8260 REPAIR SHOP/STORAGE, 45 COLORADO RD 


FGM 


$0.00 


$2,000,000.00 




0 1 


LIMESTONE 


8264 HV STORAGE, 45 COLORADO RD 


FGL 


$0.00 


$10,000.00 




0 1 


LIMESTONE 


8712 WAREHOUSE, 14 CONNECTICUT RD 


FHG 


$0.00 


$6,200,000.00 




0 1 


LIMESTONE 


8713 MRC COMP SHOP/BLUE GOOSE, 32 CONNECTICUT RD 


FGW 


$0.00 


$3,000,000.00 




0 4 


LIMESTONE 


8714 COLD STORAGE, 32 CONNECTICUT RD 


FGN 


$0.00 


$1,800,000.00 




0 0 


LIMESTONE 


871 6 REPAIR SHOP, 50 CONNECTICUT RD 


FGP 


$0.00 


$25,000.00 




0 1 




UNIT MRC 


TOTALS 


$0.00 


$16,995,000.00 






UNIT MRRA 


MRRA, MIDCOAST REGIONAL REDEVELOPMENT AUTHORITY 








BRUNSWICK 


103 MILITARY KENNEL, 2 AVENUE B 


BDY 


$346,000.00 


$0.00 


R 


0 0 


BRUNSWICK 


11 EXCHANGE, BURBANKAVE 


BCK 


$6,547,625.00 


$0.00 


R 


2 0 


BRUNSWICK 


1 1 1 SEWAGE PUMP HOUSE, ADMIRAL FITCH AVE 


MJY 


$100,000.00 


$50,000.00 


R 


0 0 


BRUNSWICK 


146 WATERMAIN ENTRANCE SHELTER, ADMIRAL FITCH AVE 


FFR 


$50,380.00 


$0.00 


R 

ri 


u u 


BRUNSWICK 


153 RECYCLING CENTER, 180 ORION STREET 


MHS 


$702,000.00 


$0.00 


R 


0 0 


BRUNSWICK 


200 TERMINAL BUILDING, 15 TERMINAL RD 


BOM 


$1 ,344,540.00 


$0.00 


D 


1 0 


BRUNSWICK 

LJI 1 >IO V V 1 V^l \ 


209 REGULATOR BUILDING, 55 SEAHAWK AVENUE 


NTT 


$456,000.00 


150 on 


R 


0 0 


BRUNSWICK 


23 CAR WASH POST OFFICE, 37 BURBANK ST 


BOO 


$160,200.00 


$0.00 


D 


0 0 


BRUNSWICK 


25 INDOOR FITNESS CENTER, 24 VENTURE AVE 


BON 


$999,480.00 


$0.00 


D 


1 0 


BRUNSWICK 


250 HANGAR, OFFICES, SHOP, 74 ORION ST 


BJK 


$9,765,000.00 


$200,000.00 


R 


3 2 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT MRRA 


MRRA, MIDCOAST REGIONAL REDEVELOPMENT AUTHORITY 




ABC 


BRUNSWICK 


Pi^l nF-ir,F RINCiF PI IMP wni RF 40 DRIDN c;T 


ROP 




$10,000.00 


n 


n 


n 


BRUNSWICK 


?7 MTI DFFIPF R VFNTI IRF AVFNI IF 




(taQq nnn nn 


$0.00 


R 


1 
1 


n 


BRUNSWICK 


?77 ciFWARF PI IMP ciTATinN 9 HIRH ciTRFFT 


FFT 


ninn nnn nn 


$50,000.00 


R 


n 


n 


BRUNSWICK 


?Q Al ITDMnTIVF RFPAIR ?4T NFPTI INF DRIVF 


nyY 


(ti Kfin nnn nn 


$50,000.00 


R 


1 
1 


n 


BRUNSWICK 


?QR WATFR RF^iFRVniR PI IMP HOI RF PFI IP.AN c;T 


RFK 

tJ 1 l\ 




$0.00 


R 


n 


n 


BRUNSWICK 


F'^n ciTnRARF 




<tqn 777 nn 


$0.00 


R 


n 


n 


BRUNSWICK 


^np C^O\ F PI IMPHDI 1?P MFRRIPDNFAR RD 


MHW 
ivin V V 


<Ri?n nnn nn 


$0.00 


R 


n 


n 


BRUNSWICK 


'^7 MPI*^ OFFIPF 4 ADK/IIRAI FITPH A\/F 


L//\ V V 


ctpqn nnn nn 


$35,000.00 


P 


n 


n 


BRUNSWICK 


DACC oppipp IfiADKyilRAI FITPH AVF 




<tQi pc:n nn 


$10,000.00 


P 


n 


n 


BRUNSWICK 


on n,r\\ p K/|A|MTFMAMPF RI III RIMf^ A7 MFRRIPPlMFAf^ RFl 


MTV\/ 
In I vV 


<tpRn nnn nn 


$0.00 


n 


n 

u 


n 

u 


BRUNSWICK 


A.9 PI IK/IPHOl l*^F '^1 *^FAHAWK AVF 


\h IN 

1 vlUI N 




$50,000.00 


p 


n 


n 


BRUNSWICK 


ATi jpi pppinKip pypHANnF RI R RF*^II IFNT PIRPI F 
1 ^i—^nrnoiN^ i /\v_/i iaainvjji cji_Lyvji, u ri^oii— i^iN 1 v_/ 1 r\v_/i_i 


M IP 


ctony pRT nn 


$0.00 


P 


n 


n 


BRUNSWICK 


AO. RFfil II ATOR RI III niNfi MFRRinONFAR RD 

H-c? ri^VJlUL^A 1 wfi DUii—L^iiNVJi, ivi^ririiwwiN^nvJl riL^ 


NTc; 

IN 1 O 


<tfie qqq nn 


$0.00 


R 


n 


n 


BRUNSWICK 


R HANRAR 11? nRinN ciTRFFT 




Hi 7 ?nn nnn nn 


$50,000.00 


R 


A. 


p 


BRUNSWICK 


CI FIRF PRFVFNTinN NnR r| nR 11Q ORION c;T 


roc; 


(tpsp nnn nn 


$10,000.00 


n 


1 
1 


n 


BRUNSWICK 


537 btWACat rUMr HOUot, 63 Ntr 1 UNt UKIVt 


MVX 


$130,769.00 


$50,000.00 


R 


0 


0 


BRUNSWICK 


54 SERES BLDG, 8 LEAVITT DRIVE 


GOG 


$3,200,000.00 


$10,000.00 


R 


1 


0 


BRUNSWICK 


553 AIRFIELD SUPPORT BLDNG, 166 ORION STREET 


DXN 


$1 ,355,000.00 


$0.00 


R 


0 


0 


BRUNSWICK 


554 P3 SUPPORT FACILITY, 148 ORION STREET 


DXO 


$2,010,000.00 


$0.00 


R 


2 


1 


RRI IN^WICK 


585 CHAPEL, ADMIRAL FITCH AVE 


BBW 


$1,701,250.00 


'fi'^n nnn nn 


R 


1 


0 


BRUNSWICK 


594 BOILER TO 87, 14 RESILIENT CIRCLE 


MFO 


$250,000.00 


$0.00 


R 


2 


1 


BRUNSWICK 


6 HANGAR, 2 PEGASUS STREET 


DXF 


$17,428,000.00 


$100,000.00 


R 


5 


1 


BRUNSWICK 


602 GLIDE SLOPE ANTENNA BLDG, NO ROAD ACCESS 


DYK 


$11,589.00 


$240,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNFT MRRA 


MRRA, MIDCOAST REGIONAL REDEVELOPMENT AUTHORITY 








BRUNSWICK 


fim 1 nr.Ai i7fr antfnna cjufi tfr nd ROAn AnnF^ic; 


DYM 

LJ 1 IVI 


Hi 1 RRQ nn 

«4> 1 1 ,\JO<3.\J\J 


$240,000.00 


R 


0 0 


BRUNSWICK 


fi^? FATc; (R\ IT! FR ciTYi F Rl DR^ PFRIMFTFR RD 


RRR 




$0.00 


R 


0 0 


BRUNSWICK 


fiOQ QFWARF PI IMP c;TA AND RFN PFRIMFTFR ROAn 


MV7 

IVI V 


<tp7n ft4T nn 


$50,000.00 


R 


0 0 


BRUNSWICK 


fnQ nPFRATinNAI TRANINR Rl DR R Rl IRRANK AVFNI IF 


M IK 




$0.00 


R 


0 0 


BRUNSWICK 


fififl TRI IPX WA^iH Rl liniNR ?1 KATAHDIN DR 


ROI 


<boA-\ qpn nn 


$0.00 


D 


1 0 


BRUNSWICK 


7^0 HOTFI MFPTI IMF HR 




<R4 finn nnn nn 


$100,000.00 


D 


2 0 


BRUNSWICK 


78 GOLF CLUBHOUSE 41 MERRICONEAG RD 


GOK 


i;^fi4 nnn nn 


$0.00 


R 


0 0 


BRUNSWICK 


81 CHRIMP FACILITY, 111 ORION STREET 


DYB 


$560,000.00 


$0.00 


R 


2 0 


BRUNSWICK 


86 GROUND SUPP EOUIP MAIN SHOP, 54 ORION ST 


RRV 


$6,278,935.00 


$0.00 


R 


3 0 


BRUNSWICK 


87 ASWOCATSC DATA CENTER, 14 RESILIENT CIRCLE 


DXL 


$7,844,000.00 


$0.00 


R 


0 1 


BRUNSWICK 


904 STATION OUARTERS 1 , 9 CAPTAINS WAY 


MYO 


$48,000.00 


$0.00 


D 


0 0 


BRUNSWICK 


905 STATION OUARTERS 2, 1 0 CAPTAINS WAY 


DYN 


$48,000.00 


$0.00 


D 


0 0 


BRUNSWICK 


A STATION QUARTERS 3, 109 FITCH AVE 


MHY 


$48,000.00 


$0.00 


D 


0 0 


BRUNSWICK 


B STATION QUARTERS 4, 111 FITCH AVE 


DYQ 


$48,000.00 


$0.00 


D 


0 0 




UNIT MRRA TOTALS 


$91,275,666.00 


$1,355,000.00 






UNH" MWP 


IFW, MAINE WILDLIFE PARK 












GRAY 


12 MURAL SIGNS, 56 GAME FARM RD 


RNM 


$10,000.00 


$0.00 


R 


0 0 


GRAY 


ANIMAL STORAGE SHED, 56 GAME FARM RD 


HML 


$2,100.00 


'R'iP'i nn 


R 


0 0 


GRAY 


BAGLEY GARAGE, 56 GAME FARM RD 


WPM 


$10,000.00 


$0.00 


R 


0 0 


GRAY 


BAGLEY HOUSE, 56 GAME FARM RD 


WPL 


$75,000.00 


$15,000.00 


R 


0 0 


GRAY 


BATHROOM FACILITY, 56 GAME FARM RD 


BJN 


$200,000.00 


$0.00 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 

Page 169 of 190 



TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr Mwp 


IFW, MAINE WILDLIFE PARK 










GRAY 


BEAR CARVING, 56 GAME FARM RD 


HMM 


$1 ,400.00 


$0.00 


R 0 0 


GRAY 


BEAR COMPLEX CAGES, 56 GAME FARM RD 


woe 


$100,000.00 


$1 ,000.00 


R 0 0 


GRAY 


BOBCAT DISPLAY, 56 GAME FARM RD 


WQF 


$30,000.00 


$0.00 


R 0 0 


GRAY 


BROODER HSE #1 , 56 GAME FARM RD 


HMN 


$165,472.65 


$12,771.15 


R 0 0 


GRAY 


BROODER HSE #2, 56 GAME FARM RD 


HMP 


$205,010.40 


$25,000.00 


R 0 0 


GRAY 


BROODER HSE #3, 56 GAME FARM RD 


HMR 


$283,000.00 


$65,000.00 


R 0 0 


GRAY 


COUGAR CARVING, 56 GAME FARM RD 


WQG 


$0.00 


$2,000.00 


R 0 0 


GRAY 


COYOTE DISPLAY BLDG & FENCE, 56 GAME FARM RD 


RNW 


$25,000.00 


$0.00 


R 0 0 


GRAY 


CROW/RAVEN DISPLAY, 56 GAME FARM RD 


WQB 


$2,000.00 


$0.00 


R 0 0 


GRAY 


DEER BARN & FENCE, 56 GAME FARM RD 


PLG 


$30,000.00 


$800.00 


R 0 0 


GRAY 


EAGLE CARVING, 56 GAME FARM RD 


HMY 


$0.00 


$5,000.00 


0 0 


GRAY 


EAGLE EXHIBIT-BLDG & FENCE, 56 GAME FARM RD 


WQL 


$100,000.00 


$0.00 


R 0 0 


GRAY 


ENTRANCE SIGN, 56 GAME FARM RD 


RNK 


$8,000.00 


$0.00 


R 0 0 


GRAY 


EXCESS MOOSE PEN, 56 GAME FARM RD 


RNG 


$10,000.00 


$0.00 


R 0 0 


GRAY 


FARMHOUSE OFFICE, 56 GAME FARM RD 


WPJ 


$90,000.00 


$25,000.00 


R 0 0 


GRAY 


FISH HOUSE, 56 GAME FARM RD 


wos 


$30,000.00 


$12,000.00 


R 0 0 


GRAY 


FISHER EXHIBIT, 56 GAME FARM RD 


WQV 


$12,000.00 


$0.00 


R 0 0 


GRAY 


FOX EXHIBIT-BLDG & FENCE, 56 GAME FARM RD 


WQM 


$80,000.00 


$0.00 


R 0 0 


GRAY 


GAMEKEEPER GARAGE, 56 GAME FARM RD 


WPK 


$20,000.00 


$0.00 


R 0 0 


GRAY 


GAMFKFFPFR HDI I9F Rfi GAMF FARM RD 


HPR 

linn 


<RRn nnn on 


<t-| RAP JR 


R 1 1 

1 1 1 1 


GRAY 


GATEHOUSE, 56 GAME FARM RD 


WPH 


$6,000.00 


$2,000.00 


R 0 0 


GRAY 


GREENHOUSE 1 , 56 GAME FARM RD 


WPY 


$5,000.00 


$3,000.00 


R 0 0 


GRAY 


GREENHOUSE 2, 56 GAME FARM RD 


HMK 


$5,000.00 


$3,000.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 








LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNrr Mwp 


IFW, MAINE WILDLIFE PARK 










GRAY 


ISOLATION CAGE, 56 GAME FARM RD 


HMO 


$6,000.00 


$0.00 


R 0 0 


GRAY 


KIOSKS, 56 GAME FARM RD 


WPC 


$1 ,000.00 


$0.00 


R 0 0 


GRAY 


LARGE PICNIC SHELTER, 56 GAME FARM RD 


WPP 


$3,500.00 


$0.00 


R 0 0 


GRAY 


LYNX DISPLAY, 56 GAME FARM RD 


WQH 


$6,000.00 


$0.00 


R 0 0 


GRAY 


MOOSE BARN & FENCE, 56 GAME FARM RD 


PLK 


$35,000.00 


$800.00 


R 0 0 


GRAY 


MTN LION DISPLAY, 56 GAME FARM RD 


HMS 


$150,000.00 


$0.00 


R 0 0 


GRAY 


NATURE STORE/CLASSROOM, 56 GAME FARM RD 


WPG 


$50,000.00 


$70,000.00 


R 0 0 


GRAY 


OLD OFFICE, 56 GAME FARM RD 


WPN 


$60,000.00 


$10,000.00 


R 0 0 


GRAY 


OPOSSUM EXHIBIT, 56 GAME FARM RD 


WOW 


$12,000.00 


$0.00 


R 0 0 


GRAY 


PERIMITER FENCE AND GATES, 56 GAME FARM RD 


WON 


$100,000.00 


$0.00 


R 0 0 


GRAY 


PORCUPINE EXHIBIT, 56 GAME FARM RD 


HPK 


$18,000.00 


$0.00 


R 0 0 


GRAY 


PRIVY AT BEAR PEN, 56 GAME FARM RD 


PLT 


$5,000.00 


$0.00 


R 0 0 


GRAY 


PRIVY AT TURTLE PEN, 56 GAME FARM RD 


WPZ 


$5,000.00 


$0.00 


R 0 0 


GRAY 


RACCOON EXHIBIT, 56 GAME FARM RD 


WQZ 


$12,000.00 


$0.00 


R 0 0 


GRAY 


RAPTOR DISPLAY 1 , 56 GAME FARM RD 


WPQ 


$2,500.00 


$0.00 


R 0 0 


GRAY 


RAPTOR DISPLAY 2, 56 GAME FARM RD 


WPR 


$2,500.00 


$0.00 


R 0 0 


GRAY 


RAPTOR DISPLAY 3, 56 GAME FARM RD 


WPS 


$2,000.00 


$0.00 


R 0 0 


GRAY 


RAPTOR DISPLAY 4, 56 GAME FARM RD 


WPT 


$2,000.00 


$0.00 


R 0 0 


GRAY 


RAPTOR DISPLAY 5, 56 GAME FARM RD 


WPV 


$1 ,500.00 


$0.00 


R 0 0 


GRAY 


RAPTOR DISPLAY 6, 56 GAME FARM RD 


WPW 


$1 ,500.00 


$0.00 


R 0 0 


GRAY 


RAPTOR DISPLAY 7, 56 GAME FARM RD 


WPX 


$1 ,500.00 


$0.00 


R 0 0 


GRAY 


RAPTOR DISPLAY 8, 56 GAME FARM RD 


RNS 


$1,000.00 


$0.00 


R 0 0 


GRAY 


SCULPTURE/SIGNAGE INSIDE PARK, 56 GAME FARM RD 


WQJ 


$3,000.00 


$0.00 


R 0 0 




R means the building is insured for replacement cost 


(B) The number of boilers to be inspected 






(A) 


D means the building is insured for demolition cost 


(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr Mwp 


IFW, MAINE WILDLIFE PARK 










GRAY 


SHED #1 RED SHACK, 56 GAME FARM RD 


HPF 


$500.00 


$0.00 


R 0 0 


GRAY 


SHED #2 BOTTLE BLDG, 56 GAME FARM RD 


HPG 


$500.00 


$0.00 


R 0 0 


GRAY 


SHED #3 PLUMBING BLDG, 56 GAME FARM RD 


HPJ 


$2,000.00 


$0.00 


R 0 0 


GRAY 


SKUNK EXHIBIT, 56 GAME FARM RD 


WOT 


$12,000.00 


$0.00 


R 0 0 


GRAY 


SMALL PICNIC SHELTER #1 , 56 GAME FARM RD 


WPF 


$2,000.00 


$0.00 


R 0 0 


GRAY 


SMALL SHELTER #2, 56 GAME FARM RD 


BJM 


$2,000.00 


$0.00 


R 0 0 


GRAY 


SNACK SHACK, 56 GAME FARM RD 


WPB 


$15,000.00 


$1,000.00 


R 0 0 


GRAY 


TED MORSE BLDG, 56 GAME FARM RD 


WOO 


$125,000.00 


$20,000.00 


R 0 0 


GRAY 


TRACTOR BARN, 56 GAME FARM RD 


RNC 


$30,000.00 


$25,000.00 


R 0 0 


GRAY 


TREE TRAIL SHELTER #1 , 56 GAME FARM RD 


RNV 


$2,000.00 


$0.00 


R 0 0 


GRAY 


TURKEY DISPLAY, 56 GAME FARM RD 


WOP 


$8,500.00 


$0.00 


R 0 0 


GRAY 


TURTLE DISPLAY & CABIN, 56 GAME FARM RD 


WQD 


$29,500.00 


$0.00 


R 0 0 


GRAY 


VISITOR CENTER, 56 GAME FARM RD 


WQR 


$90,000.00 


$15,000.00 


R 0 0 


GRAY 


WARDEN MUSEUM, 56 GAME FARM RD 


WPD 


$25,000.00 


$25,000.00 


R 0 0 


GRAY 


WILDLIFE CARE LODGE, 56 GAME FARM RD 


WOK 


$50,000.00 


$0.00 


R 0 0 


GRAY 


WOODCHUCK EXHIBIT, 56 GAME FARM RD 


WQX 


$12,000.00 


$0.00 


R 0 0 




UNFT MWP 


TOTALS 


$2,471,983.05 


$340,738.90 




UNrr NOR 


DOT, NORTHERN REGION 










AMITY 


35630 2 STALL STOR BLDG LOT 97, 777 US RT 1 


BCR 


$271,750.00 


$22,500.00 


R 0 1 


AMITY 


35631 CREW BLDG LOT 97, 777 US RT 1 


BCT 


$21,600.00 


$1,000.00 


R 0 0 


AMITY 


50832 SALT SHED QUONSET, 777 US RT 1 


BCX 


$786,600.00 


$32,400.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr NOR 


DOT, NORTHERN REGION 








ABC 


ASHLAND 


21844 FLEET 5 STALL STOR L146, 25 MASARDIS RD 


BDD 


$528,000.00 


$80,000.00 


R 

n 


n 


1 

1 


ASHLAND 


35635 TOOL SHED LOT 146, 25 MASARDIS RD 


BDX 


$5,400.00 


$2,500.00 


n 


n 


n 


ASHLAND 


51 125 SALT BRINE BLDG, 25 MASARDIS RD 


BDC 


$9,120.00 


$10,000.00 


D 

n 


n 


n 


ASHLAND 


56821 SALT SHED QUONSET, 25 MARSARDIS RD 


BDG 


$410,400.00 


$0.00 


D 

n 


n 


n 


CARIBOU 


10042 COLD STORAGE, CARROLL ST 


FGZ 


$281 ,250.00 


$250,000.00 


n 


n 


n 


CARIBOU 


21450 FLEET GAR BLDG 556, 1 EVERGREEN PKWY 


FGB 


$1 ,400,000.00 


$549,663.00 


p 


p 


A 


CARIBOU 


35723 6 STALL STOR BLD1 LOT, 1 EVERGREEN PKWY 


FGD 


$1,101,100.00 


$75,000.00 


p 


0 
u 


1 


CARIBOU 


35724 6 STALL STOR BLD2 LOT, 1 EVERGREEN PKWY 


FGF 


$1,101,100.00 


$60,000.00 


P 


n 

u 


1 


CARIBOU 


51 027 GUARDRAIL STORAGE, 25 CARROLL ST 


FHB 


$8,400.00 


$15,000.00 


P 


n 

u 


n 

u 


CARIBOU 


B1 0038 SAND/SALT STORAGE, 145 BENNETT DRIVE 


BGC 


$451 ,000.00 


$112,500.00 


p 


0 
u 


n 
u 


CARIBOU 


B57144 COLD STORAGE, 1 EVERGREEN PKWY 


FHD 


$180,000.00 


$25,000.00 


P 


n 


n 


CARROLL PLT 


50962 RADIO BUILDING, NORTH RD 


BDS 


$13,000.00 


$0.00 


P 


n 


n 


CASTLE HILL 


58872 LATRINE, RT 163,HAYSTACK REST 


KGK 


$13,359.00 


$0.00 


p 


n 


n 


CRYSTAL 


35758 8 STALL STOR BLDG LOT, 809 CRYSTAL RD 


Fxr 


$640,000.00 


$50,000.00 


p 


n 


1 
1 


CRYSTAL 


35759 SALT SHD MAINT LOT 200, 809 CRYSTAL RD 


FXV 


$94,500.00 


$10,000.00 


p 


n 


n 


FORT FAIRFIELD 


35831 5 STALL EQ ST BLD2, 86 HIGH ST 


HBB 


$437,000.00 


$60,000.00 


R 


0 


1 


FORT FAIRFIELD 


35832 5 STALL EQ ST BLD1 , 86 HIGH ST 


HKL 


$400,000.00 


$10,000.00 


R 


0 


1 


FORT FAIRFIELD 


56822 SALT SHED, 86 HIGH ST 


HBD 


$135,000.00 


$6,000.00 


R 


0 


0 


FORT KENT 


21806 FLEET 6 STALL STO LOT 12, 14 MILLS RD 


GXD 


$288,000.00 


$64,240.00 


R 


1 


1 


FORT KFNT 

1 1 I 1 1 \l 1 M 1 


9AI T 9Hn A cm D 9T 1 OTI? 14 Mil 1 9 RD 


GX7 


<Ri'i7 ^00 no 

vp 1 ij / ,\jyj\j .yjyj 


<R?n nnn nn 

%p^yj jyj\j\j .yjyj 


R 


0 


0 


FORT KENT 


35820 TOOL SHED LOT 1 2 SA 4, 1 4 MILLS RD 


GYF 


$7,700.00 


$5,000.00 


R 


0 


0 


FORT KENT 


51030 STORAGE, 14 MILLS RD 


JOK 


$2,400.00 


$1,500.00 


R 


0 


0 


FRENCHVILLE 


35826 SALT & STOR SHD LOT 1 67, 51 ST AGATHA AVE 


GZL 


$45,000.00 


$5,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT NOR 


DOT, NORTHERN REGION 








ABC 


FRENCHVILLE 


35827 SAND BUILDING (DOME) 162, 51 ST AGATHA AVE 


GZN 


$514,892.40 


$24,000.00 


R 

n 


n 


n 


GRINDSTONE 


10018 PRIW, GRINDSTONE RD 


GDM 


$12,500.00 


$0.00 


n 


n 


n 


HOULTON 


21807 FLEET 6 STALL STO LOT108, 159 BANGOR ST 


HZD 


$288,000.00 


$142,405.00 


D 

n 


n 


1 
1 


HOULTON 


35865 REST AREA BUILDING S A 4, 28 LUDLOW RD 


JBB 


$514,800.00 


$75,000.00 


D 

n 


n 




HOULTON 


35866 CR AR&MAT BLD LT1082A, 159 BANGOR ST 


HZL 


$135,000.00 


$20,000.00 


n 






HOULTON 


35867 SALT SHED BLDG, 159 BANGOR ST 


JBD 


$94,500.00 


$3,600.00 


p 




n 


HOULTON 


48468 CONF/OFFICE SPACE, 28 DARCIE RD 


GJG 


$180,880.00 


$75,000.00 


p 


u 


0 
u 


HOULTON 


51028 DISTRICT MORS OFFICE, 159 BANGOR ST 


JBH 


$28,800.00 


$5,000.00 


P 


n 

u 


n 

u 


HOULTON 


51029 REST AREA STORAGE, 28 LUDLOW RD 


JBY 


$16,800.00 


$2,500.00 




n 

u 


n 
u 


HOULTON 


53175 SALT BRINE BLDNG, 159 BANGOR ST 


JBO 


$9,120.00 


$10,000.00 


P 


n 


n 

u 


HOULTON 


60845 3 STALL STORAGE BUILDING, 159 BANGOR ST 


JBF 


$180,000.00 


$10,000.00 


P 


n 




INDIAN TOWNSHIP 4 


58876 LATRINE, RT 1 1 , TWIN LAKES 


KGG 


$13,359.00 


$0.00 


P 


n 


n 


LINNEUS 


35907 OFFICE & CREW BLDG, 1916 BANGOR RD 


JQL 


$28,800.00 


$5,000.00 


p 


n 


n 


LINNEUS 


50833 SALT STORAGE, 1916 BANGOR RD 


JQR 


$94,500.00 


$3,600.00 


p 


n 


n 


LONG ATWP 


35914 SALT STORAGE SHED, RT 1 1 


JRF 


$60,000.00 


$400.00 


p 


n 


n 


MACWAHOC PLT 


10023 PRIVY, MACWAHOC RD 


KFK 


$12,500.00 


$0.00 


R 


0 


0 


MACWAHOC PLT 


35921 6 STALL STOR BLDG, 51 SILVER RIDGE RD 


JZX 


$480,000.00 


$45,000.00 


R 


1 


1 


MACWAHOC PLT 


50835 SALT SHED, 51 SILVER RIDGE RD 


KBB 


$94,500.00 


$3,600.00 


R 


0 


0 


MADAWASKA 


35923 4 STALL ST BLD LOT, 41 FOURNIER RD 


KBD 


$926,510.00 


$55,000.00 


R 


0 


1 


MADAWA^KA 


'^^qP'i 9AI T 9TnR Rl D 1 OT 41 FOI IRNIFR RD 


KRN 




<Rin nnn nn 

vp 1 yj ,yj\j\j .yjyj 


R 


0 


0 


MADAWASKA 


35926 SAND BUILDING (DOME), 41 FOURNIER RD 


KBP 


$777,608.00 


$48,000.00 


R 


0 


0 


MADAWASKA 


44847 PESTICIDE BLDG, 41 FOURNIER RD 


KBM 


$14,800.00 


$0.00 


R 


0 


0 


MARS HILL 


35928 6 STALL STOR BLDG, 157 PRESOUE ISLE RD 


KCD 


$576,000.00 


$53,500.00 


R 


0 


1 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr NOR 


DOT, NORTHERN REGION 








ABC 


MARS HILL 


40682 SAND STORAGE BLDG, 157 PRESQUE ISLE RD 


KCH 


$1,185,600.00 


$144,000.00 


R 

n 


n 


n 


MED WAY 


35935 SALT SHED & SIGN STORAGE, 185 GRINDSTONE RD 


KFX 


$138,600.00 


$3,000.00 


n 


n 


n 


MED WAY 


35936 REST AREA 195 SB, 195 SB 


KFV 


$369,600.00 


$15,000.00 


D 

n 


n 


n 


MED WAY 


35937 REST AREA 195 NB, 195 NB 


KFT 


$369,600.00 


$15,000.00 


D 

n 


n 


n 


MED WAY 


35938 VEHICLE STORAGE, GRINDSTONE RD 


KGD 


$1,212,640.00 


$40,535.00 


n 


n 




MED WAY 


50974 COLD STORAGE BLDG, 195 SB 


KFN 


$4,800.00 


$1 ,000.00 


p 


n 


n 


MED WAY 


51031 STORAGE, GRINDSTONE RD RT 11 


NBZ 


$2,400.00 


$0.00 


p 


1 


0 
u 


MEDWAY 


52924 SALT BRINE, 185 GRINDSTONE RD 


KFC 


$9,120.00 


$10,000.00 


P 


n 

u 


n 

u 


MEOW AY 


59691 QUQNSET, 185 GRINDSTONE RD 


KFP 


$484,500.00 


$13,900.00 


R 


n 


n 
u 


MEDWAY 


59692 COLD STORAGE, 195-NB 


KFS 


$4,800.00 


$1,000.00 


R 


n 


n 
u 


NEW LIMERICK 


35969 BRIDGE MAINT STQR BLDG, 165 STATION RD 


KTB 


$625,000.00 


$5,000.00 


R 


n 


n 


NEW LIMERICK 


50836 BRIDGE MAINT STORAGE HSE, 165 STATION RD 


KTD 


$19,000.00 


$1,000.00 


R 


n 


n 


OAKFIELD 


21793 FLEET 6 STALL ST BLDG, 259 OAKFIELD/SMYRNA 


KXH 


$336,000.00 


$154,000.00 


p 


n 


1 

1 


OAKFIELD 


35973 OLD SALT SHED STORAGE, 259 OAKFIELD/SMYRNA 


KXJ 


$30,000.00 


$30,000.00 


p 


n 


1 

1 


OAKFIELD 


35974 SAND BUILDING (DOME), 259 OAKFIELD/SMYRNA 


KXL 


$21 1 ,360.00 


$54,000.00 


p 
It 


n 


n 


OAKFIELD 


38398 COLD STORAGE, 259 OAKFIELD/SMYRNA 


KXP 


$20,250.00 


$15,000.00 


R 


0 


0 


ORIENT 


58870 LATRINE, RT 1 , ORIENT WOODS 


KGX 


$15,000.00 


$0.00 


R 


0 


0 


PRESQUE ISLE 


34947 STORAGE, 6 MAPLETON RD 


NBB 


$50,000.00 


$10,000.00 


R 


0 


0 


PRESQUE ISLE 


36002 STORAGE, 31 RICE ST 


NDR 


$8,400.00 


$3,000.00 


R 


0 


0 


PRpqni IF 19! F 


^finm fi STAI 1 STR Rl D 9PRI ICF 9T 


MY 1 

IVI I U 


151 1 finn nn 


vp«j<j,u Kj.yjyj 


R 


1 


1 


PRESQUE ISLE 


36005 MAINT STOREHOUSE LOT 56, 27 RICE ST 


NDS 


$557,875.00 


$125,000.00 


R 


0 


0 


PRESQUE ISLE 


36009 DIV OFF BLDG LOT 58, 41 RICE ST 


NCZ 


$141,750.00 


$313,000.00 


R 


1 


1 


PRESQUE ISLE 


3601 1 PESTICIDE BLDG, 41 RICE ST 


NDG 


$10,000.00 


$30,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr NOR 


DOT, NORTHERN REGION 








ABC 


PRESQUE ISLE 


44846 PESTICIDE BLDG, 41 RICE ST 


KXK 


$6,000.00 


$5,000.00 


R 

n 


n 


n 


PRESQUE ISLE 


44857 HAZMAT BLDG, 6 MAPLETON RD 


NDW 


$14,800.00 


$0.00 


n 


n 


n 


PRESQUE ISLE 


44861 HAZMAT BLDG, 6 MAPLETON RD 


FHL 


$29,600.00 


$0.00 


D 

n 


n 


n 


PRESQUE ISLE 


50837 SALT SHD MAINT, 6 MAPLETON RD 


NCV 


$94,500.00 


$4,355.00 


D 

n 


n 


n 


PRESQUE ISLE 


51 126 PROJECT DEV STORAGE, 31 RICE ST 


FHN 


$6,000.00 


$0.00 


n 




n 


PRESQUE ISLE 


51744 STORAGE SHED LOT 58, 41 RICE ST 


GBR 


$2,400.00 


$1 ,624.00 


p 




n 


SHERMAN 


36056 8 STALL STOR BLDG, 12 QUALEY DR 


NYV 


$740,000.00 


$70,000.00 


p 


u 


1 


SHERMAN 


36057 SALT STOR SHD LOT 1 92, 1 2 QUALEY DR 


NYZ 


$30,000.00 


$10,000.00 


P 


n 

u 


n 

u 


SHERMAN 


59690 SALT SHED QUONSET, 12 QUALEY DR 


MDC 


$478,800.00 


$26,000.00 




n 


n 


SPRINGFIELD 


36094 4 STALL STORAGE BLDG, 620 MAIN ST 


PJX 


$505,000.00 


$50,000.00 


P 


n 


-1 

1 


SPRINGFIELD 


36095 OLD SALT SHED STORAGE, 620 MAIN ST 


PKB 


$30,450.00 


$4,000.00 


P 


n 


n 


SPRINGFIELD 


47708 SAND SHED, 620 MAIN ST 


PJP 


$957,600.00 


$0.00 


P 


n 


n 


SPRINGFIELD 


50976 SIGN STORAGE, 620 MAIN ST 


PJQ 


$7,000.00 


$4,000.00 


p 


n 


n 

yj 


STOCKHOLM 


36102 4 STALL STOR BLDG LOT24, 1636 NEW SWEDEN RD 


PNF 


$383,000.00 


$0.00 


p 


1 

1 


1 
1 


STOCKHOLM 


50838 SALT STORAGE SHED LOT24, 1636 NEW SWEDEN RD 


PNH 


$94,500.00 


$0.00 


p 


1 

1 


1 
1 


T14R06WELS 


361 14 TRACTOR STOR SHD LOT 157, 6650 AROOSTOOK RD 


QGL 


$12,000.00 


$0.00 


R 


0 


0 


T15R06WELS 


10021 PRIVY, HEDGEHOG MT 


KFM 


$12,500.00 


$0.00 


R 


0 


0 


T16R04WELS 


58871 LATRINE, RT161 CARLESTROM HIL 


KGW 


$13,359.00 


$0.00 


R 


0 


0 


T4 R7 WELS 


58875 LATRINE, RT1 1 , DOLBY FLOWAGE 


KGS 


$13,359.00 


$0.00 


R 


0 


0 


T7 R^i WFI 

1 / l\\J VV L_LO 


inniq privy ARnn^TOOK ^cfnip, hwy 


HYI 

1 1 I L 




<Rn on 


R 


0 


0 


T9 R5 WELS 


10020 PRIVY, AROOSTOOK SCENIC HWY 


MZP 


$12,500.00 


$0.00 


R 


0 


0 


TOPSFIELD 


361 22 4 STALL STORAGE BLDG 1 &6, 35 SOUTH RD 


QQX 


$494,500.00 


$65,000.00 


R 


0 


1 


TOPSFIELD 


36123 SAND/STORAGE BLDG 1&6, 35 SOUTH RD 


QRJ 


$1 ,005,719.00 


$53,500.00 


R 


1 


1 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 




LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 














ABC 


UNFT NOR 


DOT, NORTHERN REGION 














TOPSFIELD 


36124 OLD SALT SHED STORAGE, 35 SOUTH RD 




QRH 


$43,050.00 


$2,000.00 


R 


0 0 


TOPSFIELD 


58873 LATRINE, RT 6, MUSHQUASH 




QQB 


$13,359.00 


$0.00 


R 


0 0 


VAN BUREN 


36138 6 STALL STOR BLDG, 271 STATE ST 




QWF 


$571 ,000.00 


$51 ,200.00 


R 


0 0 


VAN BUREN 


50839 SAND/SALT, 271 STATE ST 




QWM 


$957,600.00 


$120,000.00 


R 


0 0 


WALLAGRASS 


10022 PRIVY, AROOSTOOK SCENIC HWY 




FHK 


$12,500.00 


$0.00 


R 


0 0 


WINN 


36187 6 STALL STORAGE BLDG 16, RT 168, BOX 59 




RPN 


$560,000.00 


$52,500.00 


R 


0 1 


WINN 


36189 SAND STORAGE SHED 168, RT 168 BOX 59 




RPT 


$777,608.00 


$48,000.00 


R 


0 0 


WINN 


52839 STORAGE BLDG, RT 168 




KBS 


$6,000.00 


$7,500.00 


R 


0 0 


WOODLAND 


50840 SAND DOME, 175 MORSE RD 




RRM 


$866,400.00 


$0.00 


R 


0 0 


WOODLAND 


51 751 SALT SHED & STOR LOT 30, 1 75 MORSE RD 




RRB 


$24,000.00 


$10,000.00 


R 


0 0 


WOODLAND 


52533 MAINTENANCE GARAGE, 175 MORSE RD 




RRS 


$579,000.00 


$50,000.00 


R 


0 1 




UNIT 


NOR 


TOTALS 


$30,487,747.40 


$3,732,035.00 






UNFT 0PM 


EXEC, OFFICE OF POLICY AND MANAGEMENT 










AUGUSTA 


1 08 SEWALL ST, 1 08 SEWALL ST 




CHC 


$0.00 


$10,000.00 


R 


0 0 




UNIT 


0PM 


TOTALS 


$0.00 


$10,000.00 






UNIT SOU 


DOT, SOUTHERN REGION 














Ai FRFD 


35626 STALL STORAGE SHED, 71 STONE RD 




BBL 


i;3f)f) 000 00 


<t;?5 000 00 


R 


1 1 


ALFRED 


35627 SALT STORAGE SHED, 71 STONE RD 




BBP 


$100,000.00 


$10,000.00 


R 


0 0 


ALFRED 


51 144 SAND SALT QUONSET, 71 STONE RD 




BBH 


$302,400.00 


$30,000.00 


R 


0 0 


ALFRED 


58751 4 BAY MAINTENANCE GARAGE, 71 STONE RD 




BBD 


$311,850.00 


$24,000.00 


R 


1 1 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT SOU 


DOT, SOUTHERN REGION 








ABC 


AUBURN 


35640 SALT SHED, 250 POLAND SPRING RD 


BGX 


$42,200.00 


$100,000.00 


R 

n 


n 


n 


AUBURN 


35641 VEH STORAGE 3 STALL, 250 POLAND SPRING RD 


BHD 


$126,665.00 


$8,900.00 


n 


1 
1 


1 

1 


AUBURN 


51017 STORAGE SHED SAND, 250 POLAND SPRING RD 


FDC 


$162,000.00 


$10,000.00 


D 

n 


n 


n 


AUBURN 


51 146 STORAGE SHED, 250 POLAND SPRING RD 


BGY 


$5,400.00 


$2,000.00 


D 

n 


n 


n 


BATH 


DRAW CONTROL HSE, CARLTON BRIDGE 


DPN 


$150,000.00 


$4,000.00 


n 


n 


n 


BRIDGTON 


35710 5 STALL STORAGE BLDG, 720 PORTLAND RD 


DTV 


$225,000.00 


$24,500.00 


p 


1 
1 


1 
1 


BRIDGTON 


35711 SALT SHED, 720 PORTLAND RD 


DVD 


$56,400.00 


$8,750.00 


p 


n 
u 


n 
u 


BRIDGTON 


35712 SAND/SALT STORAGE DOME, 720 PORTLAND RD 


DVF 


$200,000.00 


$9,000.00 


P 


n 


n 


BRIDGTON 


36158 5 STALL STORAGE BLDG, 720 PORTLAND RD 


OZV 


$225,000.00 


$17,500.00 


R 


-1 

1 


n 


BRIDGTON 


B10046 COLD STORAGE, 720 PORTLAND RD 


BJJ 


$14,000.00 


$250,000.00 


R 


n 


n 
u 


CORNISH 


35756 SALT SHED, GRANGE HALL RD 


FXN 


$100,000.00 


$10,000.00 


R 


n 


n 


CORNISH 


51009 SALT STORAGE, GRANGE HALL RD 


PLF 


$100,000.00 


$8,750.00 


R 


n 


n 


FREEPORT 


35821 REGIONAL TESTING LAB, 12 DESERT RD 


GYP 


$180,000.00 


$25,000.00 


p 


n 


n 


FREEPORT 


35822 6-BAY GARAGE/BOILER ROOM, 12 DESERT RD 


GYR 


$262,200.00 


$39,924.00 


p 


1 
1 


1 
1 


FREEPORT 


35823 6-BAY STORAGE BLDG, 12 DESERT RD 


GYT 


$250,000.00 


$23,000.00 


p 


n 


n 


FREEPORT 


35824 SALT SHED, 12 DESERT RD 


GZD 


$100,700.00 


$10,000.00 


R 


0 


0 


FREEPORT 


35825 SAND SHED, 12 DESERT RD 


GZF 


$228,200.00 


$18,750.00 


R 


0 


0 


FREEPORT 


53496 COLD STORAGE, 12 DESERT RD 


MQF 


$15,000.00 


$0.00 


R 


0 


0 


FREEPORT 


56715 COLD STORAGE, 12 DESERT RD 


MOG 


$15,000.00 


$0.00 


R 


0 


0 


PRYFRI IRG 


innn? maintfnancf garagf iqi rrighton rd 


G7K 






R 


0 


2 


FRYEBURG 


35828 6 STALL STORAGE SHED, 191 BRIGHTON RD 


GZR 


$251,515.00 


$20,800.00 


R 


1 


1 


FRYEBURG 


35829 SALT SHED, 191 BRIGHTON RD 


Gzr 


$56,700.00 


$0.00 


R 


0 


0 


FRYEBURG 


5671 6 COLD STORAGE, 191 BRIGHTON RD 


GZH 


$43,200.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 












ABC 


UNrr sou 


DOT, SOUTHERN REGION 










FRYEBURG 


6591 9 CREW QUARTERS, 191 BRIGHTON RD 


DVP 


$178,250.00 


$15,000.00 


R 1 0 


FRYEBURG 


65974 TOURIST INFO CENTER, 191 BRIGHTON RD 


DVM 


$230,000.00 


$50,000.00 


R 1 0 


GORHAM 


35836 SAND/SALT STOR DOME 202, 315 LIBBY AVE RT 202 


HKF 


$200,000.00 


$8,750.00 


R 0 0 


GORHAM 


35837 7 BAY STORAGE BLDG, 315 LIBBY AVE RT 202 


HKH 


$300,000.00 


$15,000.00 


R 0 1 


GORHAM 


51010 SALT SHED, 315 LIBBY AVE RT202 


HKC 


$100,000.00 


$8,750.00 


R 0 0 


GRAY 


35841 OPEN SHED, 28 PORTLAND RD 


HMB 


$81 ,900.00 


$24,000.00 


R 1 1 


GRAY 


35842 HTR GAR/MT GAR/GR GAR, 28 PORTLAND RD 


HMD 


$68,040.00 


$2,500.00 


R 1 0 


GRAY 


35843 8 STALL BLDG, 28 PORTLAND RD 


HMJ 


$358,400.00 


$27,500.00 


R 1 1 


GRAY 


35844 SALT SHED 100, 28 PORTLAND RD 


HPN 


$100,000.00 


$10,000.00 


R 0 0 


KENNEBUNKPORT 


DRAW CONTROL HSE, DOCK SO 


JGD 


$20,000.00 


$2,000.00 


R 0 0 


KITTERY 


35893 INFO & REST AREA, 195 NB 


JHJ 


$1 ,000,000.00 


$150,000.00 


R 1 0 


KITTERY 


35894 SEWAGE TREATMENT PLANT, 195 NB 


JHP 


$30,000.00 


$20,000.00 


R 0 0 


KITTERY 


52530 COLD STORAGE, 195 NB 


JHG 


$25,920.00 


$0.00 


R 0 0 


Kl 1 1 bRY 


60377 VENDING MACHINE BLDG, 195 NB REST AREA 


JHR 


$60,000.00 


$0.00 


R 0 0 


KITTERY 


61025 TRUCK WEIGH STATION, 195 SB 


JHM 


$132,840.00 


$100,000.00 


R 1 0 


LEBANON 


35900 SALT SHED, 103 CARL BROGGIE HWY 


JKF 


$100,000.00 


$10,350.00 


R 1 0 


LIMERICK 


35901 SALT SHED TYPE B, NEW DAM RD OFF RT 1 1 


JMP 


$100,000.00 


$10,350.00 


R 1 0 


LIMINGTON 


10004 PRIVY, LIMINGTON RAPIDS RD 


HMF 


$12,500.00 


$0.00 


R 0 0 


LIMINGTON 


10005 PRIVY, LIMINGTON RAPIDS RD 


HMG 


$12,500.00 


$0.00 


R 0 0 


1 ONG 191 AND 


Vyi-IARF PONCF 1 ANDING 


IRH 


154 000 000 00 


f,0 00 


ROD 


LOVELL 


3591 6 3 STALL VEHICLE STOR, RT 5 


JRL 


$96,470.00 


$5,400.00 


R 0 1 


LOVELL 


3591 7 SALT SHED, RT5 


JRN 


$100,000.00 


$10,000.00 


R 0 0 


LYMAN 


3591 9 SALT SHED, RT202 


JRX 


$100,000.00 


$10,000.00 


R 1 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr sou 


DOT, SOUTHERN REGION 








ABC 


LYMAN 


35920 STORAGE, RT 202 


JRZ 


$72,000.00 


$2,500.00 


R 

n 


n 


n 


N BERWICK 


35965 STORAGE SHED, 30 QUARRY RD 


KVB 


$4,000.00 


$500.00 


n 


n 


n 


N BERWICK 


46596 5 STALL STORAGE SHED, 30 QUARRY RD 


KVN 


$253,000.00 


$82,500.00 


D 

n 


1 

1 


1 
1 


N BERWICK 


51012 SALT SHED, 30 QUARRY RD 


KVL 


$100,000.00 


$10,000.00 


D 

n 


n 


n 


N BERWICK 


51 132 SALT BRINE BLDG, 30 QUARRY RD 


JGH 


$9,720.00 


$0.00 


n 


n 


n 


N BERWICK 


58750 MAINTENANCE GARAGE, 30 QUARRY RD 


PFC 


$31 1 ,850.00 


$90,000.00 


p 


1 
1 


1 
1 


N BERWICK 


80204 SALT SHED, 30 QUARRY RD 


KVF 


$152,000.00 


$150,000.00 


p 


n 
u 


n 
u 


NAPLES 


35956 MAINT STORE HSE, 260 CASCO RD 


KNX 


$320,000.00 


$20,000.00 


P 


■i 
1 


n 
u 


NAPLES 


35957 STORAGE SHED, 260 CASCO RD 


KPD 


$75,000.00 


$75,000.00 




n 

u 


n 
u 


NAPLES 


44850 CHEMICAL STORAGE, 260 CASCO RD 


KND 


$9,600.00 


$0.00 


P 


0 
u 


n 
u 


NAPLES 


55723 BRIDGE TENDERS HSE, RT 302 


KNC 


$25,000.00 


$15,000.00 


P 


n 


n 


NAPLES 


55724 BRIDGE TENDERS HSE, RT 302 


KNG 


$6,400.00 


$100,000.00 


P 


n 


n 


POLAND 


35996 6 STALL STORAGE BLDG, 1341 MAIN ST 


MLH 


$250,000.00 


$90,000.00 


p 


n 


1 

1 


POLAND 


35997 SALT SHED, 1341 MAIN ST 


MMB 


$100,000.00 


$10,000.00 


p 






POLAND 


35998 SAND/SALT STOR DOME, 1341 MAIN ST 


MMD 


$200,000.00 


$200,000.00 


p 






POLAND 


53498 STORAGE, 1341 MAIN ST 


MMC 


$10,000.00 


$500.00 


R 


0 


0 


POLAND 


56003 COLD STORAGE BLDG, 1341 MAIN ST 


MMM 


$100,000.00 


$10,000.00 


R 


0 


0 


PORTLAND 


36012 GENERATOR & 1 BAY STOR, CASCO BAY BRIDGE 


PHC 


$208,000.00 


$150,000.00 


p 




1 


PORTLAND 


WHARF, FESSENDEN AVE 


JOT 


$320,000.00 


$0.00 


R 


0 


0 


S BERWICK 


36067 STALL BLDG, 354 RT 236 


PFN 


$192,000.00 


$12,500.00 


R 


0 


1 


S BERWICK 


36068 SALT SHED, 354 RT 236 


PFR 


$100,000.00 


$20,000.00 


R 


0 


0 


S BERWICK 


36069 SAND/SALT STOR DOME, 354 RT 236 


PFT 


$200,000.00 


$20,000.00 


R 


0 


0 


S PORTLAND 


44852 CHEMICAL STORAGE BLDG, PORTLAND BRIDGE 


PHD 


$1 1 ,200.00 


$0.00 


R 


0 


0 


(A) 


R means the building is insured for replacement cost 
D means the building is insured for demolition cost 


(B) The number of boilers to be inspected 

(C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr sou 


DOT, SOUTHERN REGION 








ABC 


S PORTLAND 


53495 AUX POWER HOUSE, PORTLAND BRIDGE 


PHF 


$250,000.00 


$150,000.00 


R 

n 


n 


n 


S PORTLAND 


DRAW CONTROL HSE SO PORT BR, 


PHB 


$300,000.00 


$200,000.00 


n 


n 


n 


SABATTUS 


36044 SALT SHED, RT 9 


NTV 


$69,300.00 


$3,565.00 


D 

n 


n 


n 


SCARBOROUGH 


10025 SALT SHED, 51 PLEASANT HILL RD 


NXR 


$238,000.00 


$0.00 


D 

n 


n 


n 


SCARBOROUGH 


36045 8 STALL BLDG, 51 PLEASANT HILL RD 


NWL 


$325,000.00 


$36,000.00 


n 


n 


1 
1 


SCARBOROUGH 


36046 8 STALL BLDG, 51 PLEASANT HILL RD 


NWM 


$325,000.00 


$28,500.00 


p 


n 


n 


SCARBOROUGH 


36048 OFFICE BUILDING, 51 PLEASANT HILL RD 


NXL 


$1 ,200,000.00 


$400,000.00 


p 


1 


0 
u 


SCARBOROUGH 


36049 SALT SHED, 51 PLEASANT HILL RD 


NXP 


$110,700.00 


$17,500.00 


P 


n 


n 


SCARBOROUGH 


36155 FLEET GARAGE, 51 PLEASANT HILL RD 


NXQ 


$952,000.00 


$300,000.00 


p 

n 


n 


1 


SCARBOROUGH 


36156 POLE BARN, RT 1 


NWX 


$110,000.00 


$11,846.00 


R 


n 


n 
u 


SCARBOROUGH 


44851 CHEMICAL STORAGE, RT 1 


NWZ 


$12,000.00 


$0.00 


R 


n 


n 


SCARBOROUGH 


46496 SIGN GARAGE, RT 1 


QZL 


$120,000.00 


$40,000.00 


R 


n 


n 


SCARBOROUGH 


4651 1 MAINTENANCE STOREHOUSE, DUNSTAN RD 


NXC 


$300,000.00 


$50,000.00 


p 


1 


0 


SCARBOROUGH 


46514 PESTICIDE BLDG, 51 PLEASANT HILL RD 


NWG 


$25,000.00 


$10,000.00 


p 


n 


0 

\J 


SCARBOROUGH 


46525 COLD STORAGE BLDG, RT 1 


NWV 


$77,175.00 


$10,000.00 


p 


0 


0 


SCARBOROUGH 


51 131 SALT BRINE (PLASTIC), RT 1 


NWY 


$16,000.00 


$0.00 


R 


0 


0 


SCARBOROUGH 


90839 CREW QUARTERS, 51 PLEASANT HILL RD 


NXK 


$148,000.00 


$15,000.00 


R 


0 


0 


SCARBOROUGH 


B57145 COLD STORAGE, 51 PLEASANT HILL RD 


NWW 


$144,000.00 


$10,000.00 


R 


0 


0 


SHAPLEIGH 


36055 SALT SHED, RT11 


NYT 


$100,000.00 


$10,350.00 


R 


0 


0 


STANDI 9H 


innni maintfnancf garagf 4R9AnnRn 


PMF 

I 1 vl 1 


<Rfi5n nnn on 


15300 000 00 


R 


0 


1 


STANDISH 


36097 SAND/SALT STOR DOME, 48 SACO RD 


PLH 


$200,000.00 


$20,000.00 


R 


0 


0 


STANDISH 


36098 STORAGE BLDG, 48 SACO RD 


PU 


$204,000.00 


$15,000.00 


R 


1 


1 


STANDISH 


36099 STORAGE BLDG, 48 SACO RD 


PLL 


$65,120.00 


$3,080.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr sou 


DOT, SOUTHERN REGION 








ABC 


STANDISH 


5101 1 SALT SHED SACO RD, 48 SACO RD 


PLC 


$50,400.00 


$8,750.00 


D 

n 


n 


n 


STANDISH 


64709 CREW QUARTERS, 48 SACO RD 


PMG 


$161,933.00 


$10,000.00 


n 


1 
1 


n 


TOPSHAM 


36126 SALT SHED, 782 LEWISTON RD 


QRZ 


$56,700.00 


$0.00 


D 

n 


n 


n 


TOPSHAM 


36127 SMALL STORAGE BLDG, 782 LEWISTON RD 


QSB 


$25,200.00 


$0.00 


D 

n 


n 


n 


TOPSHAM 


53173 SALT BRINE, 782 LEWISTON RD 


QSD 


$16,000.00 


$0.00 


n 






TOPSHAM 


53501 WELL HOUSE, 782 LEWISTON RD 


QSG 


$3,600.00 


$0.00 


p 




n 


TOPSHAM 


80327 BRINE/COLD STORAGE, 31 MAINTENANCE WAY 


ORV 


$400,000.00 


$200,000.00 


p 


u 


0 
u 


TOPSHAM 


80327 COLD STORAGE/BRINE BLDG, 31 MAINTENANCE WAY 


ORG 


$400,000.00 


$200,000.00 


P 


n 

u 


n 

u 


TOPSHAM 


80328 SALT/SAND QUONSET, 31 MAINTENANCE WAY 


QZN 


$416,000.00 


$0.00 




n 

u 


n 

u 


TOPSHAM 


90389 HIGHWAY GARAGE, 31 MAINTENANCE WAY 


QRC 


$1 ,275,000.00 


$50,000.00 


P 


n 


n 
u 


WBATH 


361 71 REST AREA BLDG, RT 1 


RKR 


$1 1 ,520.00 


$20,000.00 


P 


n 


n 


YARMOUTH 


21808 FLEET MAINT STORAGE, 478 PORTLAND RD 


RRP 


$800,000.00 


$30,000.00 


P 


n 




YARMOUTH 


36202 INFO CENTER, 478 PORTLAND RD 


RRR 


$1,100,000.00 


$200,000.00 


p 


n 


n 


YARMOUTH 


36203 SALT SHED, 478 PORTLAND RD 


RRT 


$100,000.00 


$10,000.00 


p 


n 


n 


YARMOUTH 


51013 COLD STORGE, 478 PORTLAND RD 


RRD 


$10,800.00 


$0.00 


p 


n 


n 


YARMOUTH 


51 130 SALT BRINE BLDG, 478 PORTLAND RD 


RRK 


$6,000.00 


$0.00 


R 


0 


0 


YARMOUTH 


52313 COLD STORAGE, 478 PORTLAND RD 


RRN 


$34,560.00 


$7,500.00 


R 


0 


0 


YORK 


36205 8 STALL BLDG MSCN OIT, 810 US ROUTE 1 


RSH 


$300,000.00 


$42,500.00 


R 


0 


1 


YORK 


36207 MAINTENANCE STOREHSE, 810 US ROUTE 1 


RSJ 


$240,000.00 


$50,000.00 


R 


1 


0 


YORK 


3fi?nR 9AI T 9HFn 81 D 1 19 ROI ITF 1 


R9I 


f,^Pi 700 00 


■SR 7'^0 00 


R 


0 


0 


YORK 


44849 CHEMICAL STORAGE, 810 US ROUTE 1 


RSD 


$9,600.00 


$0.00 


R 


0 


0 


YORK 


51 01 4 ST POLICE WEIGH STA I95N, 195 NB 


RSP 


$60,000.00 


$10,000.00 


R 


0 


0 


YORK 


58781 8 STALL BUILDING, 810 US ROUTE 1 


RSB 


$300,000.00 


$27,500.00 


R 


0 


1 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 

Page 182 of 190 



BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT SOU DOT, SOUTHERN REGION 



UNFT SSM 


UNIT SOU TOTALS 
SSM, MAINE SCHOOL OF SCIENCE AND MATH 


$26,685,328.00 


$5,023,815.00 








LIMESTONE 


DORMITORY, 77 HIGH ST 


FHY 


$5,543,504.00 


$1,000,000.00 


R 


2 


2 


LIMESTONE 


FACULTY HOUSING, 51 TRAFTON DRIVE 


FJW 


$114,000.00 


$5,000.00 


R 


0 


0 


LIMESTONE 


FACULTY HOUSING, 37 TRAFTON DRIVE 


FJK 


$114,000.00 


$5,000.00 


R 


0 


0 


LIMESTONE 


FACULTY HOUSING, 54-56 TRAFTON DR 


BFS 


$282,055.00 


$5,000.00 


R 


0 


0 


LIMESTONE 


FACULTY HOUSING, 48-50 TRAFTON DR 


FHW 


$282,055.00 


$5,000.00 


R 


0 


0 


LIMESTONE 


FACULTY HOUSING, 33 TRAFTON DRIVE 


FJF 


$114,000.00 


$5,000.00 


R 


0 


0 


LIMESTONE 


FACULTY HOUSING, 42-44 TRAFTON DR 


FJC 


$282,055.00 


$5,000.00 


R 


0 


0 


LIMESTONE 


GARAGE, 56 TRAFTON DRIVE 


BHR 


$16,800.00 


$0.00 


R 


0 


0 


LIMESTONE 


GARAGE, 50 TRAFTON DRIVE 


FHS 


$16,800.00 


$0.00 


R 


0 


0 


LIMESTONE 


GARAGE, 43 TRAFTON DRIVE 


JBT 


$16,800.00 


$0.00 


R 


0 


0 


LIMESTONE 


GARAGE, 33 TRAFTON DRIVE 


FJD 


$16,800.00 


$0.00 


R 


0 


0 


LIMESTONE 


GARAGE, 44 TRAFTON DRIVE 


FHO 


$16,800.00 


$0.00 


R 


0 


0 


LIMESTONE 


GARAGE, 37 TRAFTON DRIVE 


JBW 


$16,800.00 


$0.00 


R 


0 


0 


LIMESTONE 


GARAGE, 38 TRAFTON DRIVE 


JBJ 


$16,800.00 


$0.00 


R 


0 


0 


LIMESTONE 


GARAGE, 51 TRAFTON DRIVE 


BHG 


$16,800.00 


$0.00 


R 


0 


0 


LIMESTONE 


HOUSING/COUNSELING, 34-38 TRAFTON DR 


FJS 


$282,055.00 


$5,000.00 


R 


0 


0 


LIMESTONE 


SCHOOL / CLASSROOMS, 95 HIGH ST 


FHZ 


$0.00 


$1,000,000.00 




0 


0 


LIMESTONE 


STAFF HOUSING, 43 TRAFTON DRIVE 


FHR 


$114,000.00 


$5,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNR" SSM SSM, MAINE SCHOOL OF SCIENCE AND MATH 



UNFT WEL 


UNII boM 
WELLS, WELLS RESERVE 


1 0 1 ALb 


$7,262,124.00 


$2,040,000.00 








WELLS 


ALHEIM COMMONS, 100 LAUDHOLM FR RD 


RJG 


$1 ,300,000.00 


$100,000.00 


R 


0 


0 


WELLS 


ALHEIM STUDIO, 100 LAUDHOLM FR RD 


RJW 


$55,000.00 


$5,000.00 


R 


0 


0 


WELLS 


BULL BARN, 342 LAUDHOLM FR RD 


Rj-rr 


$110,450.00 


$0.00 


R 


0 


0 


WELLS 


CHICK BROODER BLDG, 342 LAUDHOLM FR RD 


RJM 


$15,000.00 


$0.00 


R 


0 


0 


WELLS 


FARMERS COTTAGE, 342 LAUDHOLM FR RD 


RHX 


$160,000.00 


$0.00 


R 


0 


0 


WELLS 


GARAGE (1), 342 LAUDHOLM FR RD 


RJC 


$44,380.00 


$0.00 


R 


0 


0 


WELLS 


GARAGE (2), 342 LAUDHOLM FR RD 


RHZ 


$44,380.00 


$0.00 


R 


0 


0 


WELLS 


GAZEBO, 342 U\UDHOLM FR RD 


RJB 


$15,000.00 


$0.00 


R 


0 


0 


WELLS 


ICE HOUSE, 342 LAUDHOLM FR RD 


RJF 


$25,000.00 


$0.00 


R 


0 


0 


WELLS 


KILLING HOUSE (COTTAGE), 342 LAUDHOLM FR RD 


RJH 


$25,769.00 


$0.00 


R 


0 


0 


WELLS 


LITTLE RESIDENCE, 342 LAUDHOLM FR RD 


RSK 


$50,000.00 


$0.00 


R 


0 


0 


WELLS 


LORD HOUSE, 325 LAUDHOLM FARM RD 


RJX 


$800,000.00 


$0.00 


R 


0 


0 


WELLS 


LORD HOUSE ROOT CELLAR, 325 LAUDHOLM FARM RD 


RSM 


$75,000.00 


$0.00 


R 


0 


0 


WELLS 


MAIN & DAIRY BARN, 342 LAUDHOLM FR RD 


RJJ 


$2,100,000.00 


$400,000.00 


R 


2 


0 


WELLS 


MAINE COASTAL ECOLOGY CENTER, 342 LAUDHOLM FR RD 


RJL 


$1,500,000.00 


$300,000.00 


R 


1 


0 


WELLS 


OUTDOOR LEARNING SHELTER, 342 LAUDHOLM FR RD 


RJS 


$30,000.00 


$0.00 


R 


0 


0 


WELLS 


OVERLOOK STRUCTURE #1 , 342 LAUDHOLM FR RD 


FUN 


$11,918.00 


$0.00 


R 


0 


0 


WELLS 


OVERLOOK STRUCTURE #2, 342 LAUDHOLM FR RD 


RJP 


$11,918.00 


$0.00 


R 


0 


0 


WELLS 


OVERLOOK STRUCTURE #3, 342 LAUDHOLM FR RD 


FUR 


$11,918.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING 


CONTENTS 










LOCATION 


INSURANCE 


REPLACEMENT 


see 


TOWN 


PROPERTY DESCRIPTION 


CODE 


VALUE 


COST 


footnote 












ABC 


UNR" WEL 


WELLS, WELLS RESERVE 












WELLS 


POSTDOC HOUSE, 98 LAUDHOLM FR RD 


RJK 


$160,000.00 


$15,000.00 


R 


0 0 


WELLS 


SHED, 342 LAUDHOLM FR RD 


PUT 


$17,044.00 


$0.00 


R 


0 0 


WELLS 


SHEEP BARN, 342 LAUDHOLM FR RD 


RJV 


$54,000.00 


$0.00 


R 


0 0 


WELLS 


VISITOR CENTER, 342 LAUDHOLM FR RD 


PUD 


$2,500,000.00 


$500,000.00 


R 


1 0 


WELLS 


WATER TOWER, 342 LAUDHOLM FR RD 


RJZ 


$30,000.00 


$0.00 


R 


0 0 


WELLS 


WOOD SHED, 342 LAUDHOLM FR RD 


RSG 


$10,000.00 


$0.00 


R 


0 0 




UNFT WEL 


TOTALS 


$9,156,777.00 


$1,320,000.00 






UNIT WES 


DOT, WESTERN REGION 












ALDER STREAM 


56819 LATRINE, RT 27 SARAMPAS FALLS 


PPJ 


$15,000.00 


$0.00 


R 


0 0 


ATHENS 


10010 LATRINE, WESSERUNSETT REST 


BFC 


$12,900.00 


$0.00 


R 


0 0 


ATHENS 


35637 4 STALL STORAGE BLDG, 177 HARMONY RD 


BDZ 


$320,000.00 


$20,000.00 


R 


0 1 


ATHENS 


35639 SALT SHED & LEANTO, 177 HARMONY RD 


BFF 


$85,000.00 


$10,000.00 


R 


0 0 


ATHENS 


65920 ATHENS COLD STORAGE, 1 77 HARMONY RD 


BFG 


$120,000.00 


$10,000.00 


R 


0 0 


AVON 


35665 SALT STORAGE SHED, 39 AVON VALLEY RD 


CWR 


$120,000.00 


$10,000.00 


R 


0 0 


AVON 


35668 VEHICLE SHED 4 STALL, 39 AVON VALLEY RD 


CWZ 


$472,500.00 


$20,000.00 


R 

ri 


1 1 


BETHEL 


35706 SALT SHED, 821 MAYVILLE RD 


DRV 


$120,000.00 


$10,000.00 


R 


0 0 


BETHEL 


58879 LATRINE, RIVERSIDE RT2 


DRK 


$15,000.00 


$0.00 


R 


0 0 


BETHEL 


B10024 MAINTENANCE GARAGE 821 MAYVILLE RD 


DRM 


15972 000 00 

1 ^^\J\J\J •\J\J 


151 00 000 00 

\p 1 \J\J ^\J\J\J •\J\J 


R 


1 1 


BETHEL 


B90689 COLD STORAGE, 821 MAYVILLE RD 


DSM 


$147,000.00 


$0.00 


R 


0 0 


BINGHAM 


58877 LATRINE, ARNOLDS WAY RT 201 


CCG 


$15,000.00 


$0.00 


R 


0 0 


BYRON 


10006 PRIVY, RT 17 


RGK 


$12,900.00 


$0.00 


R 


0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT WES 


DOT, WESTERN REGION 








ABC 


CANAAN 


35717 8 STALL STORAGE BLDG 2, 661 MAIN ST 


FDB 


$600,000.00 


$20,000.00 


R 0 1 


CANAAN 


35718 SALT SHED 2, 661 MAIN ST 


FDJ 


$120,000.00 


$10,000.00 


R 0 0 


CANTON 


35721 STORAGE SHED 3 STALL, 719 JEWETT HILL RD 


FDV 


$300,000.00 


$20,000.00 


R 1 1 


CANTON 


51016 SALT STORAGE, 719 JEWbl 1 HILLRD 


FDG 


$120,000.00 


$10,000.00 


R 0 0 


CANTON 


53500 STORAGE, 719 JEWETT HILL RD 


FDK 


$3,000.00 


$1 ,000.00 


R 0 0 


CARRABASSETT VALLEY 49236 LATRINE, ARNOLD TRAIL RD 


PPL 


$15,000.00 


$0.00 


R 0 0 


CHAIN OF PONDS 


35740 3 STALL STORAGE BLDG, 3773 ARNOLD TRAIL RD 


FPT 


$110,495.00 


$8,900.00 


R 0 0 


CHAIN OF PONDS 


35741 GENERATOR BLDG, 3773 ARNOLD TRAIL RD 


FPV 


$9,600.00 


$15,000.00 


R 0 0 


CHAIN OF PONDS 


35742 HOUSE, 3773 ARNOLD TRAIL RD 


FPX 


$40,040.00 


$7,500.00 


R 1 0 


CHAIN OF PONDS 


51 01 8 SALT SHED, 3773 ARNOLD TRAIL 


FPZ 


$120,000.00 


$10,000.00 


R 0 0 


DALLAS 


35763 SALT SHED, 256 STRATTON RD 


FYT 


$120,000.00 


$10,000.00 


R 0 0 


DALLAS 


35765 VEH STOR SHED 7 STALL, 256 STRATTON RD 


FZF 


$560,000.00 


$27,600.00 


R 1 1 


DALLAS 


60948 COLD STORAGE BLDG, 256 STRATTON RD 


FZK 


$420,000.00 


$50,000.00 


R 1 0 


DIXFIELD 


10029 SAND/SALT STORAGE, 547 MAIN ST 


GBH 


$151,800.00 


$0.00 


R 0 0 


DIXFIELD 


21451 FLEET SERVICES GARAGE, 555 MAIN ST 


GBJ 


$466,000.00 


$150,000.00 


R 0 1 


DIXFIELD 


35770 MAINTENANCE STORE HSE, 547 MAIN ST 


GBN 


$420,000.00 


$100,000.00 


R 0 0 


DIXFIELD 


35772 HERBICIDE STORAGE, 554 MAIN ST 


GBM 


$50,000.00 


$10,000.00 


R 0 0 


DIXFIELD 


35773 7 STALL STORAGE BLDG, 557 MAIN ST 


GBL 


$560,000.00 


$25,000.00 


R 1 1 


DIXFIELD 


35775 OFFICE BLDG/RADIO EOUIP, 556 MAIN ST 


GBP 


$486,000.00 


$250,000.00 


R 1 1 


DIXFIELD 


35776 GENERATOR BLDG, 552 MAIN ST 


NDN 


•Ri n nnn on 


<R?n nnn nn 


R n n 

11 yj yj 


DIXFIELD 


35779 STORAGE BLDG, 553 MAIN ST 


CFC 


$5,000.00 


$5,000.00 


R 0 0 


DIXFIELD 


44854 HAZMAT BLDG, 547 MAIN ST 


GBW 


$10,000.00 


$0.00 


R 1 0 


DIXFIELD 


44855 HAZARD WASTE BLDG, 551 MAIN ST 


GBO 


$10,000.00 


$3,000.00 


R 0 0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 

Page 186 of 190 



TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNFT WES 


DOT, WESTERN REGION 








ABC 


DIXFIELD 


51019 POLE BARN, 550 MAIN ST 


GBF 


$100,000.00 


$50,000.00 


R 

n 


n 


n 


DIXFIELD 


51020 COLD STORAGE, 558 MAIN ST 


GBC 


$8,640.00 


$0.00 


n 


n 


n 

yj 


DIXFIELD 


53176 SALT BRINE, 548 MAIN ST 


GBY 


$16,000.00 


$0.00 


D 

n 


n 


n 


DIXFIELD 


PROJECT FIELD OFFICE, 540 MAIN ST 


GBB 


$80,000.00 


$5,000.00 


D 

n 


n 


n 

yj 


EUSTIS 


51749 VEHICLE/SALT SHED, 93 RANGELEY RD 


PPB 


$112,860.00 


$7,162.00 


n 


n 


n 

yj 


EUSTIS 


56741 BOX CAR STORAGE, 528 ARNOLD TRAIL 


PPC 


$3,000.00 


$2,000.00 


p 


n 


n 

yj 


EUSTIS 


56742 FUEL TANK STORAGE SHED, 528 ARNOLD TRAIL 


PPM 


$40,000.00 


$0.00 


p 


0 
u 


0 
u 


EUSTIS 


56743 VEHICLE STORAGE, 528 ARNOLD TRAIL 


PPN 


$600,000.00 


$30,000.00 


P 


n 

u 


■i 
1 


FARMINGTON 


10040 CREW QUARTERS, 647 FAIRBANKS RD 


GVD 


$100,000.00 


$20,000.00 


P 


n 

u 


n 

u 


FARMINGTON 


36148 MAINT STOREHOUSE 2-4, 133 FYFE RD 


QYR 


$360,000.00 


$52,500.00 


p 


0 
u 


n 
u 


FARMINGTON 


36149 REPAIR GARAGE 4, 133 FYFE RD 


QYT 


$90,000.00 


$15,000.00 


P 


n 


n 


FARMINGTON 


44840 HAZARDOUS WASTE BLDG, 133 FYFE RD 


QYN 


$2,880.00 


$0.00 


P 


n 


n 


FARMINGTON 


44844 HAZARD WASTE BLDG, 647 FAIRBANKS RD 


JQV 


$6,000.00 


$3,000.00 


p 


n 


n 

yj 


FARMINGTON 


53139 SALT SHED, 647 FAIRBANKS RD 


GMT 


$120,000.00 


$10,000.00 


n 


n 


n 

yj 


FARMINGTON 


53140 7 STALL STOR BLDG, 647 FAIRBANKS RD 


GMP 


$638,000.00 


$27,600.00 


p 




1 
1 


FARMINGTON 


53146 SALT SHED, 133 FYFE RD 


GTIM 


$120,000.00 


$10,000.00 


R 


0 


0 


FARMINGTON 


57392 COLD STORAGE BLDG, 647 FAIRBANKS RD 


GTK 


$144,000.00 


$20,000.00 


R 


0 


0 


FARMINGTON 


64800 OPEN LUMBER SHED, 133 FYFE RD 


GTM 


$122,000.00 


$100,000.00 


R 


0 


0 


FARMINGTON 


B54280 CREW BLDG, 133 FYFE RD 


GTG 


$130,000.00 


$10,000.00 


R 


0 


0 


1 1 1 1 1 M V 1 l—L- L_ 


ini1 PRIVY Mnn^FHFAD 1 AKF RD 


HRC 


vp 1 ^jijyjyj .yjyj 


<Rn on 


R 


0 


0 


JACKMAN 


1 001 3 PRIVY ATTEAN OVERLOOK, RT 201 


JCJ 


$12,900.00 


$0.00 


R 


0 


0 


JACKMAN 


35871 8 STALL STORAGE BLDG, 64 LONG POND RD 


JCP 


$648,000.00 


$50,000.00 


R 


0 


1 


JACKMAN 


50934 COLD STORAGE BLDG, 64 LONG POND RD 


JCC 


$6,480.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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BUILDING CONTENTS 
LOCATION INSURANCE REPLACEMENT see 
TOWN PROPERTY DESCRIPTION CODE VALUE COST footnote 
ABC 

UNFT WES DOT, WESTERN REGION 



JACKMAN 


B10044 AND SALT STORAGE, 64 LONG POND RD 


BFP 


$420,000.00 


$100,000.00 


R 


0 


0 


JAY 


35873 4 STALL VEHICLE SHED, 1230 MAIN ST 


JCZ 


$519,000.00 


$50,000.00 


R 


1 


1 


JAY 


35874 SALT SHED, 1230 MAIN ST 


JDB 


$50,960.00 


$0.00 


R 


0 


0 


JAY 


35875 STORAGE BLDG, 1230 MAIN ST 


JDF 


$7,680.00 


$2,000.00 


R 


0 


0 


JAY 


44839 HAZARDOUS MAT BLDG, 1230 MAIN ST 


RRC 


$4,800.00 


$0.00 


R 


0 


0 


JAY 


90837 COLD STORAGE, 1230 MAIN ST 


JCG 


$228,000.00 


$20,000.00 


R 


0 


0 


JAY 


PROJECT FIELD OFFICE GARAGE, 1230 MAIN ST 


GBG 


$35,000.00 


$2,000.00 


R 


0 


0 


KINGFIELD 


35887 STORAGE SHED, 558 MAIN ST 


JGN 


$25,000.00 


$5,922.00 


R 


0 


0 


KINGFIELD 


35888 SALT SHED STORAGE, 558 MAIN ST 


JGP 


$142,500.00 


$10,000.00 


R 


0 


0 


KINGFIELD 


35891 STORAGE SHED 4 STALL, 558 MAIN ST 


JGX 


$409,500.00 


$20,000.00 


R 


1 


1 


KINGSBURY PLT 


10012 PRIVY, MAYFIELD RD 


RLT 


$12,900.00 


$0.00 


R 


0 


0 


LINCOLN PLT 


36186 SALT SHED, 489 WILSON MILLS RD 


RMH 


$8,600.00 


$5,000.00 


R 


0 


0 


MADRID 


10008 PRIVY, RANGELEY RD 


DRQ 


$12,900.00 


$0.00 


R 


0 


0 


MADRID 


10009 PRIVY, RANGELEY RD 


DRS 


$12,900.00 


$0.00 


R 


0 


0 


MERCER 


35939 7 STALL STORAGE BLDG, 121 VALLEY RD 


KGF 


$714,000.00 


$50,000.00 


R 


0 


1 


MERCER 


50921 SALT SHED, 121 VALLEY RD 


KGJ 


$120,000.00 


$10,000.00 


R 


0 


0 


MOSCOW 


35952 4 STALL STORAGE BLDG, 364 CANADA RD 


KKJ 


$320,000.00 


$20,000.00 


R 


0 


1 


MOSCOW 


35953 SALT SHED, 365 CANADA RD 


KKP 


$120,000.00 


$10,000.00 


R 


0 


0 


MOSCOW 


49235 LATRINE, RT 201 WYMAN LAKE 


KKB 


$15,000.00 


$0.00 


R 


0 


0 


MOSCOW 


50935 COLD STORAGE, 366 CANADA RD 


KKD 


$8,000.00 


$0.00 


R 


0 


0 


ROCKWOOD 


36041 3 STALL STORAGE BLDG, 3638 ROCKWOOD DR 


NKX 


$314,000.00 


$25,000.00 


R 


0 


0 


ROCKWOOD 


36042 SALT SHED, 3638 ROCKWOOD DR 


NLD 


$120,000.00 


$10,000.00 


R 


0 


0 


ROCKWOOD 


36043 SAND STORAGE/POLE BARN, 3638 ROCKWOOD DR 


NLF 


$250,000.00 


$0.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 


LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 


UNrr WES 


DOT, WESTERN REGION 








ABC 


S PARIS 


36092 8 STALL STORAGE BLDG, 251 PARK ST 


PJF 


$640,000.00 


$50,000.00 


R 

n 


n 


1 

1 


S PARIS 


36093 SALT SHED, 251 PARK ST 


PJJ 


$120,000.00 


$10,000.00 


n 


n 


n 


S PARIS 


44845 HAZARD WASTE BLDNG, 251 PARK ST 


RMQ 


$6,000.00 


$3,000.00 


D 

n 


n 


n 


S PARIS 


62545 COLD STORAGE BLDG, 251 PARK ST 


PGC 


$144,000.00 


$5,000.00 


D 

n 


n 


n 


SKOWHEGAN 


21456 FLEET REPAIR GARAGE, 264 CANAAN RD 


Nzr 


$150,640.00 


$187,185.00 


P 
n 


n 


1 


SKOWHEGAN 


21457 FLEET POLE BARN, 264 CANAAN RD 


PDF 


$80,000.00 


$110,000.00 


R 


n 


n 


SKOWHEGAN 


36066 STORAGE SHED, 264 CANAAN RD 


PDZ 


$132,500.00 


$3,000.00 


p 

n 


u 


0 
u 


SKOWHEGAN 


50924 STORAGE, 666 WATERVILLE RD 


PCC 


$40,000.00 


$25,000.00 


P 


■i 
1 


n 

u 


SKOWHEGAN 


50925 MAINTENANCE STOREHOUSE, 666 WATERVILLE RD 


PCM 


$250,000.00 


$100,000.00 


P 


n 


n 


SKOWHEGAN 


50926 4 STALL STORAGE RT 201 , 666 WATERVILLE RD 


PCX 


$325,000.00 


$250,000.00 


R 


-1 

1 


n 


SKOWHEGAN 


50927 STORAGE, 666 WATERVILLE RD 


PCG 


$20,000.00 


$25,000.00 


P 


-1 

1 


n 


SKOWHEGAN 


B44838 BRIDGE LOT HAZ MAT BLDG, 666 WATERVILLE RD 


BHC 


$10,000.00 


$0.00 


P 


n 


n 


SOLON 


36087 6 STALL STORAGE BLDG, 1719 RIVER RD 


PHV 


$692,000.00 


$50,000.00 


p 


n 


1 

1 


SOLON 


57220 SALT SHED, 1719 RIVER RD 


PHG 


$172,800.00 


$10,000.00 


p 


n 


n 


SOLON 


65158 COLD STORAGE, 1719 RIVER RD 


PHH 


$144,000.00 


$5,000.00 


p 


n 


n 


THE FORKS 


56820 REST AREA PRIVY, US RT 201 


RLC 


$15,000.00 


$0.00 


R 


0 


0 


TURNER 


36129 FLEET GARAGE, 73 FERN ST 


QVB 


$390,000.00 


$30,000.00 


R 


0 


1 


TURNER 


36130 SALT SHED, 73 FERN ST 


QVF 


$120,000.00 


$10,000.00 


R 


0 


0 


TURNER 


36132 SAND/SALT STORAGE DOME, 73 FERN ST 


OVH 


$100,000.00 


$10,000.00 


R 


0 


0 


Tl IRNFR 


'^Rl'^fi VFHini F 9HFn 4 9TAI 1 7T FFRN 9T 


nvT 


<R^R4 nnn on 


■fi^n nnn nn 


R 


0 


0 


VIENNA 


36142 SALT SHED, 231 TOWN HOUSE RD 


OXN 


$120,000.00 


$0.00 


R 


0 


0 


W FORKS PLT 


361 79 5 STALL STORAGE BLDG, 31 08 US RT 201 


RLF 


$400,000.00 


$25,000.00 


R 


0 


1 


W FORKS PLT 


361 80 SALT SHED, 31 08 US RT 201 


RU 


$120,000.00 


$10,000.00 


R 


0 


0 



R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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TOWN 


PROPERTY DESCRIPTION 




LOCATION 
CODE 


BUILDING 
INSURANCE 
VALUE 


CONTENTS 
REPLACEMENT 
COST 


see 
footnote 














ABC 


UNFT WES 


DOT, WESTERN REGION 












W FORKS PLT 


50938 COLD STORAGE, 3108 RT 201 




RLD 


$1 ,500.00 


$1,000.00 


R 0 0 


W FORKS PLT 


50939 COLD STORAGE, 3108 RT 201 




PHJ 


$1 ,500.00 


$1,000.00 


R 0 0 


W PARIS 


100107 PRIVY SNOW FALLS, RT 26 PARK ST 




RLB 


$12,900.00 


$0.00 


R 0 0 


WOODSTOCK 


36199 MAINT STOREHOUSE, 66 RT 232 




RRH 


$400,000.00 


$5,000.00 


R 0 0 




UNFT 


WES 


TOTALS 


$19,470,475.00 


$2,660,369.00 




UNFT Z021 


PS, BUREAU OF CONSOLIDATED EMERGENCY COMMUNICATION 






AUGUSTA 


CENTRAL ME COMMERCE CTR, 45 COMMERCE DRIVE 




CNK 


$0.00 


$3,109,347.00 


0 0 


GRAY 


STATE POLICE BARRACKS, 1 GAME FARM RD 




GDN 


$0.00 


$1,026,024.00 


0 0 


HOULTON 


STATE POLICE BARRACKS, 1 DARCIE DR 




JBM 


$0.00 


$507,261 .00 


0 0 


ORONO 


STATE POLICE BARRACKS, 240 MAIN ST 




LYX 


$0.00 


$444,794.00 


0 0 




UNFT 


Z021 


TOTALS 


$0.00 


$5,087,426.00 





R means the building is insured for replacement cost (B) The number of boilers to be inspected 

D means the building is insured for demolition cost (C) The number of pressure vessels to be inspected 
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